











selektor . E T 
feedback pll for fm .... ОЛЫ. T URP Rr TAR TO: 


In a previous issue of Elektor the theoretical background of a Feedback Phase-Locked Loop (PLL) tuner was 
discussed (Elektor 3, p. 412). A practical design is now described for a complete receiver, including audio 
amplifiers, which provides high performance at a moderate cost. 


to drive or not to drive... — C.J. Both ....... aa sant TO ылы n nh 
The slower reactions of a person ‘under the influence’ form the basis of this 'drive'/'no drive’ tester. 


optical-lock 
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function generator ic 2206 ... A rs gia ЖЕР 


Function generating ICs have been оп the market for several years, Now one can refer to 'second generation" 
of these ICs, for technical progress has resulted in improved performance at only slightly higher prices. 


racing car control .......... SEDET 
For model car track enthusiasts a circuit is described here with which the speed of the racing cars can be 
controlled very accurately and proportionally and which in addition makes the car motor produce a realistic 
engine noise, The ‘squeezer’ belonging to the track remains part of the circuit, 
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battleships — R. ter Mijtelen ......... MEE ORE 
This article describes an electronic version of the well known game of ‘battleships’. The pencil and paper have 
been replaced by switches and LED's — under the control of a boxful of TTL. 


led fm scale ..... 


alarm . Зат А ЕЕ С Е С 


An alarm which gives its alarm signal at certain repetitive times, does not need to know what ће actual time is. 
It is sufficient if it can measure the time between the alarm time points (for instance 24 hours). 


pacity relay ...... 
pin the tail on the donkey . . . 


simple mw receiver . EON CUTS Аа ЕА 


The alignment of superhet receivers presents problems that may deter some enthusiasts from undertak; 9 their 
construction. A simple MW superregenerative receiver presents no such difficulties, and the results obtained can 
be quite satisfactory when one has achieved the necessary ‘touch’ for the reaction control. 


stereo led level meter............ zia T Ба 


The Texas IC type SN 16880 М contains all the functions necessary for a stereo LED level meter, which сап 
replace the conventional rr.oving coil instrument in tape recorders or audio mixers, 


digital master, oseilldtor. LI WST CTET Ia а eS 
The use of frequency dividers in electronic organs has been known for many years. The usual procedure is to 
use divide-by-two stages to divide down the notes of the highest octave to ob! the lower octaves, Until 
recently it was normal practice to use twelve independent master oscillators for the twelve notes of the top 
Octave, The disadvantages of this approach are that twelve oscillators have to be adjusted when tuning the 
organ, and that supply voltage variations, temperature changes and component ageing can all make the organ 
90 out of tune. A digital master illator, in which the notes of the top octave are derived from a single clock 
generator, suffers from no such disadvantages. 


high security burglar alarm sensor . 


рініс stereo decoder ..... ea 
In response to popular demand we publish this design for an FM stereo decoder using the Motorola MC 1310 P. 
Although nothing is claimed for this circuit by way of originality (it must have been published in some form 
hundreds of times) it is nevertheless a useful design utilising a device that has become virtually an industry 
standard, 
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In a previous issue of Elektor the 
theoretical background of a 
Feedback Phase-Locked Loop 
(PLL) tuner was discussed 
(Elektor 3, p. 412). A practical de- 
sign is now described for a com- 
plete receiver, including audio 
amplifiers, which provides high 
performance at a moderate cost. | 





Measurement results: 


Sensitivity 
(fmod = 400 Hz, deviation = 40 kHz): 
Mono: 3.2 ЏУ at 87 MHz and 
35 dB S/N, 
2.0 LV at 100 MHz and 
35 dB S/N. 
Stereo: 20 ШУ at 94 MHz and 
26 dB S/N. 
AF output level 
(fmod = 400 Hz, deviation = 40 kHz, 
fe 94 MHz): 
Approx. 130 mV RMS. 
AM suppression 
(deviation = 40 kHz, 30% AM, 


AM suppression 
50 dB 


53 
53 
53 
53 
48 
44 

Hum level 

(in metal case): 

—70dB. 


dB 
dB 
dB 
dB 
ав 
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Although many years have passed since ı 
the introduction of FM broadcasts in 
the U.K. it is only recently, with the 
advent of stereo broadcasting, that 
interest has really been aroused in this 
medium. Until now 2 high quality 
FM receiver has been either too compli4 ! 
cated or too expensive for the home! 
constructor to build. These problems are} | 
overcome by the use of PLL techniques) 1 
in the receiver described here. 1 
The front-end used im this design (іе. f 
the r.f. and mixer/oscillator section) is a) 3 
ready-built unit. It is the front-end that] 4 
determines, for the most part, the] < 
usable sensitivity of the receiver, which} f 
in this case is about 2.5 ШУ. It is роѕѕ- = 
ible, in principle, to use other front-ends? 1 
in this design, but the rest of the receiver] « 
will have to be adapted and this рго- s 
cedure should be undertaken only byi f 
those with the necessary theoretical) 1 
knowledge. As with other modern те- ¢ 
ceivers the PLL receiver is capable off s 
‘locking-on’ to a transmission once it has) 1 
been tuned to it, but while normally аў g 
special Automatic Frequency Control! = 
(AFC) circuit is built into the receiver 
for this purpose, the PLL receiver has [ 
this capability inherently. The feedback? 
PLL receiver 'captures' the transmission. 
and adjusts itself continuously to follow: | 
it in frequency. Thus the AFC does not? 
operate in the usual way and in fact the | 
AFC input to the front-end forms part 
of the detector circuitry. As an ad- 
ditional bonus it is possible to reduce 
the bandwidth of the feedback PLL res | 
ceiver. This is helpful when listening to) 

a noisy mono transmission, for instance, | 
when reducing the bandwidth will іше | 
prove the signal-to-noise ratio. | 
Principle of operation 

Referring to the block diagram of figi | 
ure 1 the tuner operates as follows: im 
the front-end a band of frequencies | 
from the aerial input is amplified and | 
then mixed with the oscillator signal | 
(E). As a result of this mixing two ne' | 
frequencies come into being that are tht 
sum and difference of the two origin: | 
frequencies. For example, if the 
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Figure 1. Block diagram showing the Feed- 
back PLL principle. 


Figure 2. Graph of phase difference versus 
phase comparator output voltage. 


Figure 3. Circuit diagram of the Toko EF5600 
front-end module. 


coming aerial signal has a frequency of 
100 MHz and the oscillator frequency is 
110.7 MHz then two new signals appear 
at the mixer output with frequencies of 
210.7 MHz and 10.7 MHz respectively. 
The mixer output is filtered to remove 
the unwanted components and the 
10.7 MHz is amplified by the i.f. ampli- 
fer, which is a tuned amplifier with a 
passband centred on 10.7 MHz. It can 
thus be seen that the receiver can be 
tuned by altering the passband of the 
aerial input stage and by altering the fre- 
quency of the oscillator. This is, of 
course, normal superhet practice, which 
those familiar with r.f. techniques will 
recognise. 

From here on the operation of the cir- 
сай differs from more conventional 
receivers. The output of the i.f. ampli- 
fier is fed to a phase comparator (D). 
The other input of the phase compara- 
tor is fed by a high-stability 10.7 MHz 
signal from a reference oscillator (F). 
The characteristics of the phase com- 
parator are shown in figure 2. If the 
phase difference between the i.f. output 
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and the. reference frequency is greater 
than 90° the output voltage is positive, 
if it is less than 90° the output is nega- 
tive. At 90° phase difference the output 
voltage is, of course, zero. 

However, since the input signal to the 


aeríal is frequency-modulated the only 
way to keep the phase difference be- 
tween the i.f. output and the reference 
oscillator constant is to vary the front- 
end local oscillator so that it *tracks' the 
signal. A constant 10.7 MHz output is 
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2 front-end so that x attempts to mai 
16 tain a constant 90° phase difference bi 
tween the if. output and the referenci 
12 oscillator by varying the local oscillato: 
frequency. The output voltage of tht 
8 phase comparator is thus a replica of tht 





















It still remains, of course, to extract th 
stereo information. 


Tuning voltage. (V) 
> 





- سپ 0 

88 90 92 94 96 98 100 102 104 196 108 MHz The tuner 
The tuner used in this design is a Tok 
type EF5600. it is one of the be: 
SPECIFICATION FOR FM TUNERHEAD TYPE EF5600 tuners generally available for the hom 
constructor. The circuit is given in fig: 
ure 3, and the outline, specifications ant 

o pinning are shown in figure 4. 

perie сту. INED ES The input stage utilises a dual gate mo: 
аа a te AAS рар, 4 fet, which has good linearity — evel 
Dial scale errors. o H strong input signals will give rise to vei 


Temperature stability ........... + 100 kHz 25 to 55°C 
Osc. stop voltage 4 9vi 








rejection . . " АСС operation (+2.5 to -2.0М. . "a 
IF-Bandwidth (-3dB) | (Type EF 5603 is available less the amplifier stage is followed by thre 


tuned bandpass filters, capacitivel; 

coupled. The selectivity of these filte: 

is sufficiently high to make it possible tt 

use a simple bipolar mixer stage. 

It is common practice in FM front-en 

| to take the IF output straight from thi 
فم‎ ы secondary winding of the IF output 


E ; ук? % f 
/ - extra output stage has been added. Thi 
Р) | E 8 has the advantage that the (tuned) 
| IF сой is scarcely loaded by the IF strip 

1 


need to retrim the coil — no mattei 
4115 what -the input impedance of thi 














temptation to twiddle any of the trim: 
mers or cores. 

The only modification to the tun 
needed for use in the feedback PLL di 
sign described here is the AFC input. Ii 
the original tuner, this input is di 
coupled with a 10n capacitor. Thi 
must be removed, and a 560 p capacitol 
soldered in its place (see photos, fi 
ure 5). It would be nice if Toko coul 
supply tuners with this minor modifi 
cation already built іп... 


Mod „АШ. هذ‎ юш а шол A GR RD mo d m an ARREST DOMI e 
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The Mark 1 version of the feedback PLL 
receiver proved to have an input sensi- 
tivity of 8 uV. To improve this, an ad- 
ditional RF preamplifier stage was 
added (figure 6a). The input trans- 
former can be wound on a HF type 
ferrite bead, using 0.2 mm (36 SWG) 
enamelled copper wire (figure 6b). If 
required, both the 75 Q and the 300 2 
winding can be wound on the same coil. 


The i.f. Amplifier 

An unusual feature of the if. ampli- 
fier is the absence of bandpass filters. 
These are omitted because the tuner 
itself provides good selectivity and be- 
cause the PLL has inherent selectivity 
due to the 10.7 MHz reference oscillator 
зо that it can only lock onto 10.7 MHz. 
In addition, as the i.f. amplifier is within 
the feedback loop any filters would 
have to meet stringent phase distortion 
criteria, which is another reason for 
omitting them. 

The IF signal is amplified by IC1 (gain 
approx. x 40) and fed to the OTA (IC3, 
figure 7). Diodes D1 and D2 limit strong 
signals. The first stage of the OTA is 
used as multiplier for phase detection, 
зо there is relatively little IF amplifi- 
cation. For this reason, the bandwidth 
of the PLL depends on the input signal 
strength to the extent that for low sig- 
nal levels (less than 24V) the band- 
width is reduced. This is an advantage 
when listening to weak transmissions, as 
it improves the signal-to-noise ratio. The 
disadvantage is that it can lead to distor- 
tion unless the weak transmissions in 
question were narrow-band to start with. 
Preset potentiometer Pl is used to set 
the loop gain, and hence the bandwidth. 
It is correctly set when a fully modu- 
lated stereo transmission is reproduced 
without audible distortion. 

The output impedance of the OTA is 
relatively high, so a buffer stage (T2) 
has been added. The RC networks as- 
sociated with this transistor are com- 
pensation networks for the loop. 

The holding range of the PLL is so large 
(certainly for strong transmissions) that 
some form of tuning indicator is re- 
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quired. This is the function of T3 and 
T4. If there is no signal present at 
point ‘R’ (output of the tuner) the volt- 
age at the collector of T2 is approxi- 
mately 3.6 V. P2 is now set so that D3 
and D4 light equally brightly. When 
tuning in to а transmission, the 
DC voltage on the collector of T2 varies 
in such a way that D3 lights if the 
tuning is off to one side and D4 lights if 
the tuning is off the other way. When 
the receiver is tuned in correctly both 
LEDs light equally. 


The 10.7 MHz oscillator 


In the interests of economy a 10.7 MHz 
ceramic filter is used as the frequency 
determining element in the oscillator 
instead of a crystal (figure 7, also shown 
separately in figure 8). This filter is con- 
nected between pins3 and 7 of IC3. 








The oscillation frequency is determined 
by the ceramic filter: it is simply the 
frequency at which the phase shift of 
the filter is 0° (or 360°). However, most 
ceramic filters do not have 0° phase 
shift at their nominal frequency so some 
phase compensation is necessary. For 
this reason C17 and C20 have been 
added. C20 is a trimmer, so that the fre- 
quency can be set at exactly 10.7 MHz 
— provided one has access to a fre- 
quency counter. However, this is not so 
critical; if no frequency counter is avail- 
able C20 can simply be set in the 
middle of its range. 

The (reference) output signal is taken 
from pin 3, as this gives a cleaner sine- 
wave than the output at pin 7. 


The stereo filter 
The stereo multiplex signal consists of 








Parts list: 


Resistors: 

R1, R41 = 10k 
R2,R9,R31 R36 R37 = 4к7 
В3,84,86,816,821,834,835-1к 
R5 = 3M9 
87,814,823 = 1к5 
88,810 = 47 к 
R11,R12,R39,R40 = 100 k 
R13,R32 = 2k2 
R15=4702 
R17,R18 = 270 Q 
R19-22k 

R20 = 1202 
R22 = 390 (2 
R24,R25 = 470 k 
R26,R28,R29,R30,R33 = 15k 
R27 = 3302 

838 = 27 к 

R42 = 56 к 
R43,R44,R45 = 560 Q 
R46 = 150 0/2 W 

P1 = 47 k preset 

P2 = 10 k preset 

РЗ = 4k7 preset 

P4 - 220 k preset. 

P5 = 2k2 preset 

P6 = 22 к multiturn 


Capacitors: 

C1,C6,C7,C8,C10,C18,C19,C45,046 = 
100 п 

C2,C4 = 220 p 

C35C9.12C15- 1n 

С11 =68 6م‎ 

C13,C36,C37,C38 = 10 1/16 V 

С14= 47 p/16 V 

C16 = 1n8 

C17=68p 

C20,C22 = trimmer 10 . . . 60 p 

C21,C32 = 470 n 

C23- 150p 

С24,С25,С26 = 120 p 

C27-47p 

C28 = 2u2/16 V 

С29=47 п 

C30 = 470р 

C31,C34 = 220 п 

С33,С35 = 10 п 

C39 = 470 Ш/25 У 

C40 = 47 Ш6У 

C41,C42,C43,C44 = 470 4/40 У 


Semiconductors: 
Т1 = BFY90, BFY89 

12,76 = ВС557 

13,14,17 = BC107 

Т5 = ВС547В 

D1,D2 - 1N4148 

D3,D4,D5 - LED 

D6 - ZTK22 (22 V) (see text) 
В = 4 x 1N4001 

IC1,1C2 = 703 

1C3 = CA3080 

1С4 = MC1310P 

1С5 - 8 


Sundries: 
L1 = ferrite bead (see text) 

ceramic filter SFC 10.7 (red dot) 
S1 = switch, SPST 
meter = 400 UA 
fuse = 100 mA 
TOKO-tuner EF5600 
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Figure Ga. The RF preamplifier stage and 
Toko front-end. 


Figure 6b. The aerial transformer: a ferrite 
bead. 

Figure 7. The circuit of the ‘IF stage and 
detector’ and the tuning indicator LEDs. 


Figure 8. The 10.7 MHz reference oscillator 
{also shown in figure 7). 


three components: 

— an AF signal from 30 Hz to 15 kHz; 

— a double sideband suppressed carrier 
signal centered around 38 kHz, from 
23 kHz to 53 kHz; 

— a pilot signal, derived from the orig- 
inal 38 kHz carrier, at 19 kHz. 

It can be shown that stereo decoders 

will not only detect the signals in the 23 

to 53 kHz band, but also other (un- 


wanted) signals centered around mul- 
tiples of 38 kHz. For the best signal-to- 
noise ratio it is thus important that no 
signals above 53 kHz are fed to the 
stereo decoder. To this end, the filter 
shown in figure 9 has been added. The 
best channel separation is obtained 
when the phase shift at 38 kHz is zero 
degrees; this can be set with C22. For 
this adjustment it is best to use a strong 
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(local) transmission or a stereo test 
generator. C22 is simply set for maxi- 
mum separation. 


Stereo Decoder 


The stereo decoder (figure 10) uses the 
now commonplace Motorola MC1310P 


The only setting up required with this 
type of decoder is to tune the oscil- 
lator so that the free-running frequency 
is 19 kHz. This is accomplished by 
means of P3. The channel separation is 
about 40 dB. A LED (05) is included as 
a stereo indicator beacon. The decoder 


Figure 9. The stereo filter. 
Figure 10. The stereo decoder. 


Figure 11. The power supply, including the 
smoothing and stabilisation for the tuning 
voltage. 


Figure 12. The p.c. board for the complete | 
receiver, including front-end, stereo decoder 
and power supply (figures ба, 7, 9, 10 and 
11). Note that the board consists of th 
sections that are joined together with wire 
links. 


Figure 13. Pin configurations of the two types 
of ceramic filter. 





Figure 14. A typical tuning scale meter cali- 
bration. 


which should be adequate to drive most. 
amplifiers. The amplifier input im- 
pedance should be not less than 22 k. 


The power supply 

The receiver is relatively insensitive to 
variations in supply voltage, so that a 
fairly simple power supply circuit can 
be used (figure 11). The resistor (R46) 
in series with the stabiliser IC reduces 
the power dissipation in the IC and, at 
the same time, keeps its input voltage 
safely below the maximum value (24 V). 
The tuning voltage must be derived 
from a well smoothed and temperature- 
independent supply. This consists of 
C41 to C44, R43 to R45, and a tem- 
perature compensated zener diode (D6). 
If the ZTK22 is difficult to obtain any 
other 22 V zener can be used, provided 
it is temperature-compensated. If there 
is any doubt on this score, however, it is 
advisable to use four 5.6 V voltage refer- 
ence diodes in series. 


Construction 
The parts list gives details of all the re- 
quired components. Equivalent types 














PLLIC and needs little explanation. outputs provide nominally 100mV are given where possible. The p.c. board 
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and component layout are given in fig- 
ure 12. 

Both SFC and SFE type ceramic filters 
can be used; in both cases they should 
carry a red dot which shows that they 
are exact 10.7 MHz types. The pin con- 
figurations of the two types of filter are 
different (figure 13), but the board will 
accomodate both types. The Toko 
CFSA 10.7 filters can also be used; the 
pinning corresponds to that of the 
SFE 10.7 MHz. For these filters ‘no 
colour code’ denotes an exact 10.7 MHz 
type. 

A cheap moving coil meter can be used 
for the tuning scale; it measures the 
tuning voltage, but the scale can be 
calibrated in MHz. Figure 14 gives an 
example. The actual calibration can be 
done either by tuning in to several 
known transmitters in succession and 
marking them on the scale, or else by 
measuring the tuning voltage and 
calibrating the scale in accordance to 
the graph shown in figure 4. An entirely 
different possibility is to use a slider 
potentiometer for P6 and calibrate a 
scale for it in MHz; the tuning meter 
then becomes redundant. 

The front-end should be mounted on 
the p.c. board and wired to it with stiff 
links. Connections to the tuning poten- 
tiometer and the tuning scale meter 
should be as short as possible to avoid 
hum pickup. It is advisable in any case 
to use screened cable for these leads, 
Sockets should be used for the ICs, 
especially by the less experienced con- 
structor, to avoid damage during 
soldering. 


Alignment 
When construction is complete (check 
that the ICs are the right way round in 
the sockets!) turn P1 and P2 fully clock- 
wise, and set all other potentiometers and 
trimmers in the middle of their range. 
Now switch on and check the supply 
voltages. Do not yet connect an aerial. 
Alignment now proceeds as follows: 
— If a frequency counter is available, 
readjust C20 until the reference oscil- 








lator is set at 10.7 MHz. Otherwise 
simply leave C20 in the middle of its 
range — the frequency will not be far 
off. 

Make sure that there is no reception 
as yet (if necessary, tune away from 
any station with P6), and adjust P2 
until both tuning LEDs (D3 and D4) 
light equally brightly. 

Plug in the aerial. It should be poss- 
ible te receive some stations by 
tuning in with P6. Select the strongest 
stereo transmission available, then 
turn Pl anti-clockwise until distor- 
tion just becomes inaudible. Pl is 
correctly set when there is no distor- 
tion and slight retuning (with P6) 
produces no change in volume. 
Now P3 in the stereo decoder should 
be adjusted as follows: P3 is adjusted 
until the stereo LED (D5) lights and 
is then set to the middle of the range 
over which the LED is lit. 

After this adjustment, recheck the 
setting of РІ — some minor readjust- 
ment may prove necessary. 

Next, set C22 for maximum stereo 
channel separation. 

Set P6 at minimum; PS is now ad- 
justed so that the low frequency end 
of the band is at 87 MHz (tuning 
voltage approximately 3.5 V). 
Finally, with P6 at maximum, P4 is 
set for full scale deflection of the 
tuning meter if this is included. The 
tuning meter scale (or slider poten- 
tiometer) can now be calibrated as 
described under ‘construction’. м 





C. J. Both 


to drive 
or not 
fo drive ... 


Driving a car immediately after 
drinking too much alcohol is asking 
for trouble - even if one doesn't 
happen to run into a police chéck. 
One could all too easily run into 
something else! Most drivers have 
found that they can drive safely (?) 
on the recipe “опе glass per hour'. 
The trouble is that it is so difficult 
to keep to that one glass - and that 
the more one drinks the more one's 
confidence will override the fear 
of getting caught. Simultaneously 
one's ability to react to a critical 
situation correctly and fast will 
diminish drastically. The slower 
reactions of a person 'under the 
influence' form the basis of this 
"drive'/^no drive’ tester. 








Editorial note: 


The author suggests using the circuit to block 
the ignition in a car. We do not advise this — 
think of what would happen if you stalled 
your engine in the centre of a busy crossing! 
However, the unit can be quite useful as a 
reaction tester in its own right — eg. to test 
departing guests after a party, so that taxis 
can be ordered as required . .... 
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The ‘drive’/‘no drive’ tester is provided 
with ten push-buttons, two signal lamps 
and a minitron (see figure 1). It is in- 
tended to be wired into the starter-cir- 
cuit, to prevent a slow-reacting would- 
be driver from actually starting the 
engine (see editorial note!). The tester 
is then activated when one turns on the 
ignition. The device can of course be 
provided with a mains supply and used 
indoors (at the end of a party?). 


What happens is the following: when 
the ignition is switched on the minitron 
will display a random numeral The 
would-be driver now has to press the 
corresponding button, as quickly as 
possible, holding it down until the 
minitron changes to a different numeral 
— then quickly press the new corre- 
sponding button, etc. After a few of 
these tests, assuming that they are all 
performed inside the time limit, a relay 
will attract and hold. The ‘drive’ indi- 





cator will now light up and the engine 
van be started. If however any reaction 
time is too long, the ‘no drive’ indicator 
will not go out at the expected end of 
the programme and the starter circuit 
will remain blocked. Turning off the 
ignition will reset the tester (by inter- 
rupting the supply), after which the test 
can be attempted again (if one wishes). 


To allow for individual differences in 
‘normal’ reaction time two presets are 
included, РІ and P2, which respectively 
control the interval between renewals of 
the display and the total time taken by 
the succesful test (i.e. the length of time 
for which one must ‘keep it up’). 

The programming circuit consists of a 
‘high’ and a ‘low’ frequency oscillator 
(N1 and N2, respectively, with associ- 
ated components). The former produces 
a square wave at a repetition frequency 
of a few kilohertz, while the latter 
switches between positive intervals of 
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less than a second and longer negative 
intervals that can be preset by РІ. The 
‘low’ oscillator is arranged to key the 
‘high’ one off during its negative inter- 
vals, so that the result is a series of kil 
hertz pulse-trains separated by shutoffs 
of a few seconds duration each. 

The kilohertz pulses are counted by the 
SN 7490 (1С3) and the result presented 
in BCD form to the SN 7447 (IC2) and 
SN 74141 (IC4) decoders. The SN 7447. 
delivers a seven-segment drive directly 
to the minitron. The SN 74141 decoder; 
produces decimal outputs (inverse logic! 
Decoded output is 07), each of which is 
passed (during the negative intervals) to 


As long as one of the decimal outputs 
is reaching the reaction timer, the 
electrolytic (C1) will be receiving a 
charge. This process can only be inter- 
rupted in time by pushing and holding 
the correct button, which will ‘kill’ 
the decimal output concerned. If, on 


next positive interval of the ‘low’ oscil 
lator. 

In the meantime the master tim 
switch, the heart of this tester, has bei 
ticking away the seconds since t 
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Components list: 
Resistors: 
R1-6k8 
| R2-39k 
R3RAR6 = 1k 
85 = 8k2 
R7,R13....R22=4702 
R8 = 10k 
R9 = 100 k 
810,812 = 330 Q 





P2 = 22 k preset 


Capacitors: 
C1,C2 - 1000 u/10 V 





C6 = 1000 u/25 V 


| Semiconductors: 

| D1... D14 = DUS 
T1=TUP 

T2...T6- TUN 

IC1 = 3015 F minitron 
162 = 7447 

1C3 = 7490 

1C4 = 74141 

1С5 = 7413 





Miscellaneous: 
Re = 6 V/250 © relay 

(1 break, 3 make) 
L1,L2 = 6 V/50 mA lamp 
50...59 = pushbuttons 
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power was turned оп. It consists of P2, 
C2, T3 and T4. The interval that must 
elapse before this time switch fires can 
be preset by P2. When the electrolytic is 
sufficiently charged, the current 
through T4 will cause the relay to 
attract. This relay will ‘hold’ via one of 
its contacts, so that it can only be 
released by interrupting the power 
supply. A second contact turns off the 
tester proper and replaces the ‘no drive’ 
indication by ‘drive’. The remaining 
contacts (in parallel) are wired in series 
with the car’s starter relay circuit, so 


that they enable the engine 
started. 

Whenever a too-long reaction time 
causes Tl and T2 to latch, the main 
timing capacitor (C2) will be discharged, 
essentially restarting the test period. It 
is only possible to obtain a ‘drive’ 
permit after a sufficient number of 
sufficiently quick reactions has been 
successively performed. As already 
noted above, the tester is cleared by a 
short interruption of the power supply. 
Bear in mind that the necessary 5 volt 
supply will have to be derived from a 


to be 





vehicle battery of which the voltage 
can drop quite far during starting! 

One could spend hours discussing to 
what extent a piece of hardware can be 
expected to stand in for the failing sense 
of responsibility (or lack of self-dis- 
cipline) of a human being. Perhaps the 
final remark could be this: use push- 
buttons of a recessed type, to prevent 
the subject of the test from depressing 
them all simultaneously! м 
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An electronic lock, which is opened 
using a binary encoded optical key can 
easily be constructed using home-made” 
phototransistors and CMOS logic ICs. 
The principle of operation is very 
simple. The lock consists of a row of 
phototransistors, which can be illumi- 
nated by a lamp. The key is a strip of 
transparent plastic with sections 
opaqued to form a binary code. 


The circuit 

Figure 1 shows the circuit of the optical 
lock. For simplicity only one photo- 
transistor is shown, but there are 8, each 
connected to the input of a NAND- 
gate as is the own shown. Each photo- 
transistor has a 1 M collector resistor. 
When a transistor is illuminated its 
leakage current increases and the collec- 
tor voltage falls. When it is not illumi- 
nated the leakage current is very small 
and the collector voltage is almost equal 
to supply voltage. The illuminated and 
non-illuminated states therefore corre- 
spond to logic ‘0’ and logic ‘1’ respect- 
ively on the input of the NAND gates 
(connected as inverters). 








































When the key is inserted into the lock it 
depresses a microswitch (S1) so that the 
lamp lights (see figure 2). The opaque 
sections of the key correspond to logic 
<, and the transparent sections to 
logic 97. The outputs of the phototran- 
sistors thus assume the binary code. 
Switches S3 to S10, which are used to 
set up the coding of the lock, are so 
arranged that any 0” outputs are comp- 
lemented by the inverters, while “1% 
are connected straight to the inputs of 
the 8-input NAND-gate. 
Thus only when the correct key is 
inserted will all inputs to the NAND- 
gate be ‘1’, so its output will go low. 
This triggers the monostable (% 4528) 
producing an output pulse (1) which 
can be used to operate a solenoid bolt. 


The Q output of this monostable also 
inhibits a second monostable. De- 
pression of microswitch S1 by the key 
triggers the second monostable, whose 
output (2) is connected to an alarm 
circuit. Should an incorrect key be 
inserted then the output of the 8-input 
NAND-gate will not go low and the 
first monostable will not be triggered. 


зан 
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Thus the second monostable will not be 
reset by the Q output of the first, and 
the alarm will sound. The alarm may be 
reset manually by S2. 


Practical notes 

The coding of the lock is set up using 
switches S3 to S10. Where a particular 
bit of the code is to be a ‘1’ then the 
relevant switch is left in the position 
where the inverter is bypassed. Where 
a bit is to be ‘0’ the switch is placed in 
the position where the output is taken 
from the inverter, thus complementing 
the bit and producing a 4” at the input 
of the 4068 8-input NAND gate. If one 


does not wish to change the lock code 
frequently then the switches may be 
replaced by hard wired links. 

The number of possible codes for the 
lock depends upon the number of bits 
used. In the circuit given 8 bits were 
used for convenience of the IC package 
count (2 x 4011 and 1 x 4068 required) 
but there is no reason why the number 
of bits cannot be extended. Using 8 bits 
gives 29 - 2 or 254 possible combi- 
nations. The code 00000000 is not used 
as this corresponds to total illumination, 
which could be accomplished by an 
intruder depressing the microswitch 
with a piece of stiff wire or transparent 
plastic. Similarly 11111111 is not used, 
as in the event of lamp failure this code 
would be registered whatever key was 
used. 

Finally, excellent phototransistors can 
be made from BC 108s by (carefully) 
sawing off the top of the can and filling 
with transparent casting resin as sold 
in handicraft shops. 





sixpence detector for 


christmas 
pudding 





This handy metal detector will greatly 
increase one’s chances of obtaining a 
piece of Christmas pudding with a six- 
pence in it, or if one is really lucky, a 
silver threepenny bit (Daddy, daddy, 
what’s a threepenny bit?). 

The principle of operation is simple and 
well-known, It consists basically of two 
oscillators, one of which is a fixed fre- 
quency reference oscillator, and the 
other an oscillator whose frequency- 





«окин: 


N1...N4=CD 4011 


Li: О= 5ст 
N= 70wdg. 





determining inductance is a search coil. 
Initially the two oscillators are adjusted 
so that their frequencies are nearly the 
same. The two outputs are fed into a 
mixer which will produce the sum and 
difference frequencies and the oscil- 
lators are adjusted so that the difference 
frequency (beat note) is in the audio 
band. If a metallic object is now brought 
near the search coil its inductance will 
vary, altering the oscillator frequency 
and hence the beat note. 

The circuit is very simple and is de- 
signed around a CD4011 quad 2-input 
NAND gate. The reference oscillator 
uses an inverter (N1) as the maintaining 
amplifier and a 470 kHz ceramic filter 
as the frequency determining element 
for stability. 

The variable frequency oscillator (N3) 
uses an LC resonant circuit with the 
search coil (L1) as the inductor. This 
can be a coil of about 70 turns of insu- 
lated wire and a diameter of approxi- 
mately 50mm (2'"). The mixer is 
simply a NAND gate (N2), and the 4th 
NAND gate in the package (N4) is used 
as a buffer amplifier behind the variable 
frequency oscillator, 

If a crystal earpiece is used, the transis- 
tor can be omitted — the output of N2 
can drive the earpiece. 


santat 
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Function generating ICs have bı 
on the market for several years. 
Now one can refer to a ‘second 
generation' of these ICs, for 
technical progress has resulted in. 
improved performance at only 
slightly higher prices. 





A commonly used function generator IC 
is the type IC 8038 (ICL). This IC how- 
ever has several ‘blemishes’, which 
severely limit its application. In particu- 
lar the distortion factor of the sine sig- 
nal, the frequency range, the linearity 
and maximum frequency sweep of the 
VCOs are not satisfactory. The newer 
IC XR 2206 (Exar) offers, apart from 
substantially better performance, ad- 
ditional functions also. The advantages 
of the IC are summarised in table I, 
while table II lists the most important 
applications. 


Description of functions 

The IC contains four groups of func- 
tions as shown in figure 1, i.e. a voltage 
controlled, oscillator (VCO), a function 
block ‘switchable current sources’, an 
analogue multiplier with sine convertor, 
and a buffer amplifier. The central unit 
of the function generator is the VCO. 
This is actually a current controlled 
oscillator (which by the way applies to 
most VCO circuits)! The frequency of 
the VCO is determined by a capacitor 
and a control current. Integrated current 
switches switch this current to one of 
the two current outputs (pin 7 or 8) of 
the IC, depending on the logic level of 
the selector input (pin 9). A linear re- 
lationship exists between the control 
current If, flowing from one of these 
outputs to earth, and the frequency of 
the VCO as follows: 


zr 
f= zg (Hz, A, F). 


If the current is given in mA and the 
capacitance in UF, then: 
_ 330 If 
i= 6 


Current values between 1 LA and 3 mA 
are permissible for If, but optimum 
temperature stability will be achieved 
only in the range 15 to 750 uA. The 
current connection pins 7 and 8 are low 
resistance outputs, and the voltage at 
these points is stabilised to 3 V within 
the IC. As this reference voltage exhibits 
only a very small temperature coef- 





ficient (6 * 1075 V/^C), the tempera- 
ture stability of the oscillator frequency 
is also very good. It is practically only 
dependent on the temperature coef- 
ficients of the external components 
determining the frequency. 

In the simplest case adjustment of the 
control current is effected by means of 
a resistance Rf between pins 7 or 8 and 
earth. In this case the control current is: 

зу 


ME 


and accordingly 
тє. cM M 
3C ҚЫС 
applies for the frequency. 























Permissible resistance values lie betw 
1 k and 2 M, and for good temperat 
stability between 4k and 200k. 
capacitor which determines the 
quency can be chosen between | nF a 
100 ШЕ. The most important properti 
of the integrated VCO can be seen ii 
table III. 


The VCO signal switches an integrati 
output transistor, the collector 
which is accessible at the synchroni 
ation output, pin 11. At this output 
square pulse signal is available. In 
dition to this, the VCO signal provide 
the basis for the signal generation ci 
ried out in the multiplier and si 
converter section. This part of the ci 
cuit provides a sine or triangular si 
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‘Table 1: Advantages 


Low distortion factor, typically 0.5%. 
* High frequency stability, typically 
2- 10-5/°С. 
* Large relative frequency deviation, 
typically 2000 : 1. 
* Low frequency dependance on supply 
voltage, typically 0.01%/V. 
* Linear amplitude modulation. 
* Wide supply voltage range, 10 to 26 V. 









‘Table 11: Applications 










‘Signal generation: sine, triangle, sawtooth, 
square. 

Wobbulators. 

AM/FM generators. 

Frequency shift keying. 

PLL circuits. 

Automatic measuring and testing 

equipment. 









at the output, dependent on the external 
circuitry connected to pins 13 and 14. 
Provision exists for adjustment of curve 
shape (distortion factor), symmetry, 
amplitude and DC level of the output 
signal. If careful balance of curve shape 
and symmetry are carried out, the dis- 
tortion factor of the sine signal is about 
0.5%. This is adequate for most appli- 
cations. 


Basic circuit for function 
generator 

The basic circuit for a function gener- 
ator incorporating the IC 2206 is shown 
in figure 2. With relatively few external 
components, the circuit generates sine, 
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triangular and square wave forms in five 
frequency ranges from 1 Hz to 100 kHz. 
Capacitors СІ to C5 select the fre- 
quency range. СІ should be a tantalum 
electrolytic capacitor if possible. РІ en- 
ables a frequency decade to be covered 
in each range, and for good frequency 
stability a value of 100k was chosen. 
The relationship of frequency to РІ is 
shown in figure 3. 


Because of the relationship f = 1/R - C, 
the frequency v. РІ graph is not linear 
but hyperbolic. A more linear relation- 
ship may be obtained by the use of a 
logarithmic potentiometer. Capacitor C6 
decouples the internal reference voltage 
source, 

A square wave output is available at 





pin 11 and resistor R2 provides a col- 
lector load for the internal output tran- 
sistor. For TTL compatibility the out- 
put amplitude must be limited to 4.7 V 
by the zener diode, shown connected by 
the broken line. Pin 2 provides a tri- 
angular waveform of good linearity (1% 
departure) if the switch is open, and a 
sine wave if the switch is closed. 


For low distortion balancing of the 
curve shape is essential. For this purpose 
the symmetry potentiometer P4 is first 
turned to its central position and P5 is 
adjusted to give minimum distortion of 
the output signal. A further reduction 
of the distortion factor can then be 
achieved by readjustment of P4. If a 
distortion factor of about 2% is accept- 





Table 111: VCO specifications 


Max. oscillator frequency 500 kHz 
(typically 1 MHz) 

Min. oscillator frequency 0.1 Hz 
(typically 0.01 Hz) 

Frequency accuracy +2% of fo = 1/R - C 
Temperature stability %2.10-5/9С 
(typically) 

Supply voltage dependance 0.01%/V 
(typically) 








Figure 1. Connections to the IC (top view). 
Figure 2. A function generator. 


Figure 3. Frequency plotted as a function of 
the value of P1. Coxe is 1 UF. 
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able, then this adjustment can be 
waived. P4 is then not required and P5 is 
replaced by a fixed resistor of 200 Q. 
The potentiometer P2 is used for ampli- 
tude adjustment of the sine or triangular 
signal. The maximum output voltage is 
equal or greater than Vp/2. The output 
impedance at pin 2 is about 600 ©. 


The DC level at the signal output corre- 
sponds approximately to the DC voltage 
at pin 3 of the IC, and this is adjustable 
by P3. If the circuit application does not 
demand otherwise, then one should 


adjust to Vp/2, in which case P3 can be 
replaced by a symmetrical potential 
divider (2 x 12 k). 

The most important technical data of 
the circuit shown in figure 2 are sum- 
marised in table IV. 


FM generator and wobbulator 

As already mentioned in the functional 
description, the VCO frequency is pro- 
portional to a control current If. By 
changing this current the frequency 


сап be varied over a wide range (та; 
2000 : 1), see table V. A possible fo: 
of current control would be the insei 
tion of a controllable current source 
outputs 7 or 8 of the IC. This solutio; 
turns out to be too complicated in prat 
tice and also leads to linearity proble: 


A simpler proposal is shown in figure 44 
In this case the control current i 
changed by means of an opposing volt: 
age applied to Rf. The difference 
tween the voltage Vo (3 V) and ti 
control voltage Vf is dropped across t! 





Table IV: Specifications, figure 2 


Supply voltage 10to 26 V 
Current consumption 20 mA approx. 
Max. output voltages (Vb = 12 V) 


Sine/triangle 6V 

Square 12у 
Output impedance 

Sine /triangle 600 Q approx. 

Square 10 К approx. 
Distortion factor, sine signal 

Without balance 2.5% typical 

With balance 0.5% typical 

1.5% max. 

Linearity, triangular signal 1% 
Amplitude stability (for frequency change 

1000 : 1) 0.5 dB typical 








Table V : Specifications, figure 4 


Max. relative frequency deviation 
2000 : 1 typically (Rr = 1 k to 2M) 
Wobble linearity 
10 : 1 Wobble amplitude 
2% typically (f = 1 kHz to 10 kHz) 
1000 : 1 Wobble amplitude 
8% typically (f = 100 Hz to 100 kHz) 
FM distortion (Amplitude +10% of fo) 
0.1% typically 








Ы. 








Table МІ: Specifications, figure 6 


Amplitude = Vb 
Rise time 250 ns typically 
Decay time 50 ns typically 
‘0' level 0.2 V typically, 0.4 V max. 

(IL = 2 mA) 











Figure 4a. A wobble generator. The currant 
M, which determines the frequency, is pro- 
portional to Vf. 


Figure 4b. Adding resistor Rp to the circuit 
shown in figure 4a increases the current |4, 
thereby shifting the frequency. 


Figure 5. A generator for frequency shift 
keying (FSK). 





Figure 6. A sawtooth/impulse generator. 
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resistor. Thus the current If is pro- 
portional to the voltage Vf, and the fre- 
quency changes linearly with the volt- 
age Vf. 

Expressed in mathematical terms the 
relationship is as follows: 


Vo — Vi 
к= aa. f 
For the frequency: 
xfi 
3C 


and after substitution for If: 

Vo-Vt 3V- Vf 
3C-Rr 3C- Rr 

In this it is ESSENTIAL to note that 
the voltage Vf under no circumstances 
exceeds the voltage Vo, as the current 
flowing into the IC would lead to its 
destruction. If linearity is not essential, 
a diode can be added in series with the 
current output. The guide lines given in 
the functional description apply to the 
choice of the current If and the resist- 
ance Rf respectively. 

A second wobbulator is shown in fig- 
ure 4b. It differs from the first proposal 
only by the additional resistance Rp, 
through which the current Vo/Rp = IRp 
flows continuously, and which Б оле 
added to the current IRf. Therefore: 


f= 


Ig= IRE * IRp 
applies for If. 


The derivation for the frequency results 
in: 


1 
f % 1+8. a$] 
pe | 








Frequency shift keying (FSK) 

The term frequency shift keying means 
the transmission of digital data (e.g. 
symbol transmission) by two fixed fre- 
quencies representing logic ‘0’ and ‘1’. 
This mode of operation is also possible 
with the IC 2206. As two interswitch- 
able current outputs are available, two 
different frequency determining re- 
sistors can be inserted, thus producing 
two different fixed frequencies. 

The change-over takes place by means 
of a digital input control (FSK input 
pin 9). The FSK input is TTL compat- 
ible. At voltages > 2 V or open circuit 
input, the control current flows via КІ, 
and at voltages <1 V it flows via R2. 
To make the relationships clear, a truth 
table is given in figure 5. 

The circuitry associated with the signal 
processing section is analogous to fig- 
ure 2 and depends on the required shape 
of the output signal. 


Amplitude modulation 

The amplitude of the sine/triangular 
output changes linearly with the voltage 
at AM input pin 1 of the IC. This makes 
amplitude modulation of the signal poss- 
ible. If the modulation voltage reaches 
the value Vp/2, then a phase shift of the 
output signal takes place, and at the 
same time the amplitude passes through 
zero. Thus the IC is also suitable for 





phase modulation and amplitude modu- 
lation with suppressed carrier. This 
latter permits, for example, the gener- 
ation of a stereo multiplex signal. 
The AM dynamic range is 55 dB max, 
corresponding to a modulation index of 
almost 1 (m = 0.996). The AM input is 
of relatively high impedance, being at 
least 50 КО. 


Sawtooth and impulse generator 

A link between the square output and 
the FSK input leads to an ‘automatic’ 
frequency shift keying. Two time con- 
stants differing from each other and 
determined by the resistors R1 and R2 
control the positive and negative half 
cycles of the output signal. Pulse dur- 
ation and duty cycle are adjustable be- 
tween approx. 1% and 99% by means of 
КІ and R2. The following equations 
define frequency and duty cycles: 


2 ERU. 
RFR 





Ri 

Duty Cycle: КЕ 

Table VI gives information about the 
‘quality’ of the square output signal. 
The analogue output 2 gives an asym- 
metric triangular waveform (R1 # R2), 
and at very low or high duty cycle 
(< 10% or >90%) the waveform be- 
comes a sawtooth. 


Summary 

The examples of application given are 
intended as a survey of the many possi- 
bilities resulting from the IC concept. 
Wherever there is a requirement for the 
production of signals of differing wave 
shape, at frequencies of up to several 
hundred kilohertz, it is worthwhile to 
consider whether the requirement could 
be met by the use of such an integrated 
component. This applies in particular to 
the hobby motivated electronic enthusi- 
ast because the combination of rela- 
tively complex circuit functions in one 
IC gives greater reliability to the com- 
plete circuit. 


Literature: 
EXAR Data sheets and application 
reports. 
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Our offices will be closed on 
Wednesday, Thursday and Friday 
24 - 26 December, and on 
Newyear's day. 


The Monday afternoon technical 
queries service will not be 
available on Monday 29 December. 


Front-end for TV sound — this will 
convert the existing design (Elektor no, 2, 

p. 236) into an entirely independent receiver 
for tv sound. 





Automatic rhythm generators for 
the minidrum - add-on units that will 
give several complete rhythms at the flick of 
a switch. 


TV tennis extensions - additions to 
the basic game (Elektor 7, p. 1111) giving 
new games, noises and scoring. 


Audio preamplifier — a low-cost, high 
performance preamplifier and control ampli- 
fier with ‘remote control’ capability. 


Digital wrist-watch — using only one 
Ic. 


Morse code units — a reader, writer 
and automatic call generator. 
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In most cases the current for a racing 
track is supplied by a mains voltage unit 
fitted with a three-position switch, with 
which the maximum voltage, and hence 
the maximum speed of the car can be 
adjusted. Although it is likely that in 
practice only the fastest position will be 
used, it is in view of the younger racers 
that the circuit is so designed that (by 
means of a potentiometer) it can be 
used with all positions of the switch on 
the supply unit. 

Actual ‘acceleration’ is done with an 
external potentiometer, for which the 
existing squeeze control can be used, 
although an ordinary 150 2 carbon po- 
tentiometer will give better results. A 
handy tinkerer will undoubtedly find a 
way of also using an ordinary rotary po- 
tentiometer with the 'squeezer! Fig- 
ure 1 shows what the circuit described 
here might look like in practice. 


The diagram 

The design of the race-track control 
comprises a monostable multivibrator 
which is triggered by an astable multi- 





vibrator. The motor in the racing car is 
driven by the negative-going pulses of 
the monostable. 

The width of these pulses is constant; 
the frequency (and hence the average 
voltage to the car motor) is governed by 
the setting of the astable. By means of 
the squeeze-potentiometer the fre- 
quency of the astable and indirectly the 
speed of the racing car is controlled. 
Figure 2 shows a circuit diagram. 

Т1 and T2 are used in the astable. This 
astable is emitter-coupled, which does 
slightly decrease temperature stability, 
but has the advantage that only one 
capacitor (C2) is needed. 

The frequency of the multivibrator can 
be adjusted by R9 and Pl. Here 
potentiometer P1 represents the squeeze 
control. 

The square wave produced by the 
astable is differentiated by capacitor C3 
and the base-emitter junction of T3. 
The negative-going pulses are clipped by 
D1. The remaining positive pulses arrive 
at the base of T3 thus triggering the 
monostable consisting of T3 and T4. 



































The motor of the racing car is included 
in the collector circuit of T3 and is 
driven by the negative pulses of the 
monostable which have a constant 
width. This is how the *engine' sound is 
obtained. The frequency of this pulse 
train and consequently the speed of the 
motor is determined by the speed of the 
astable which as already explained can. 
be varied by means of R9 and P1. D2 
and C4 are fitted to suppress any back 
e.m.f. generated by the motor of the 
racing car. 

Figure 3 shows the board and figure 4 
the component layout of the race-track 
control If the case of the existing 
supply unit is sufficiently large, the 
complete circuit can probably be built 
in. Should this not be possible, a 
separate box can be used as illustrated 
in figure 1. 

Figure 5 shows a photograph of a com- 
pleted board. 


Adjustment 
The voltage supplied via the trafo may 


Figure 1. The controller in use, connected be- 
tween the mains power unit and the race 
track, 


Figure 2. The circuit diagram for race-track 
control. It is recommended to use a preset 
potentiometer for R9 (see text); P1 is the 
external squeeze control. 


Figure 3. P.C. board for the race-track con- 
trol. 


Figure 4. Component layout of the board. 
shown in figure 3. 


Figure 5. A photograph of the board com- 
plete with components. 




















range from 8 to 18 volts. The maximum 
current consumption may be 800 mA. 
If a three-position mains supply is avail- 
able, the value of R9 must, of course, be 
adapted to the various voltages. In the 
‘slowest’ position R9 must be about 
47 9, in the centre position about 56 @, 
and in the ‘fastest’ position about 82 Q. 
It would be easy, of course, to use a 
100 2 adjustment potentiometer for 
R9; this possibility has been taken into 
account in the board layout. With the 
mains supply set in a particular position 
the best adjustment procedure is as 
follows: the squeeze control (P1) is first 
fully depressed and held in that 
position. Then R9 is so adjusted that 
the connected racing car runs at the 
maximum required speed, When the 
mains supply unit is set to another 
switch position, this adjustment must be 
repeated. 
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Parts list 


Resistors: 

R1 = 4k7 

R2-1k 

ЯЗ = 7 

R4 = 330 0 (270 Q) 





P1 = existing 'squeezer' control 
60-100 €? (or potentiometer 150 2) 





Capacitors: 
СТ = 1000-2200 11/25 V 
C2 = 1000/10 V 

C3 = 2n7 


C4,C5 = 104/25 V 


Semiconductors: 
T1,T2- 8 
T3,T4 = BC140 

D Us 

02 = 1N4002, BY 126 
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Т = ВС549С 





























10cm ferr. 


L1= 0.2 mm Cu em 


Parts list. 


Resistors: 
R1=1M 
R2=39k 
R3 = 6k8 
R4 = 2k2 
Р1 = 1 К potentiometer 


Capacitors: 
C1 = 500 p (variable) 
C2- 100n 
C3-470p 

CA,C5 = 4u7/ 6 V 


Miscellaneous: 
71,72 = BC 549C 
L1 = tuning coil (see text) 





This receiver is so simple that very 
little outlay is required for its 
construction, and since only a 
small number of components 

are used it is ideal for minia- 
turisation, so that it will easily 

fit in a coat pocket. Nevertheless 
it gives good reception of local 
stations without the need for an 
external aerial or earth. 


Operation of the receiver is exceedingly 
simple. Transistor T1 functions as an 
r.f. amplifier and detector with regen- 
erative (positive) feedback. The degree 
of feedback, and hence the sensitivity 
of the receiver, can be controlled by P1. 
Although the output to the base of T1 
is taken direct from the 'top' of the 
tuned circuit L1/C1, rather than via a 
coupling winding, the impedance pre- 
sented by T1 is sufficient to ensure that 





the resonant circuit is only slightly 
damped. Since the current gain of Т1 
reduces towards the high-frequency end 
of the band, whilst the input impedance 
increases, the gain of this stage remains 
fairly constant over the whole band, so 
that it is generally necessary to adjust 
РІ only once. 

Detection takes place at the collector of 
Т1 and the output impedance of this 
Stage and C3 filter out the r.f. compo- 
nent of the rectified signal. T2 provides 
additional amplification of the a.f. 
signal to drive a crystal earpiece. 





Construction 


A very compact p.c. board layout is 
shown for the receiver. L1 should be 
mounted as close as possible to the 
board to avoid instability problems. 
Those who wish to miniaturise the 
design still further can experiment by 
reducing the dimensions of the ferrite 
rod and increasing the number of turns 
to achieve the same inductance, though 
if Ll is made very small an external 
aerial may be necessary, which can be 
connected to the top end of L1 via a 
4.7 p capacitor. 

The recommended dimensions for L1 
are 65 turns of 02 mm (36 S.W.G.) 
enamelled copper wire on a 10mm 
diameter 100 mm long ferrite rod, with 
the tap 5 turns from the ‘earthy’ end of 
the coil. 

Cl can be a miniature (solid dielectric) 
500 p variable capacitor, or for recep- 
tion of a single station only it may be 
replaced by a fixed capacitor of just less 
than the required value in parallel with 
a 4-60 p trimmer. This will enable the 
size of the receiver to be further 
reduced. 

Finally, the current consumption of the 
receiver is extremely low (approx. 
1 mA) so that it will operate for several 
months on a PP3 battery. 
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It would seem that fanatical 
electronic engineers will apply 
their skills to just about anything 
— the means justifying the end. 
This article describes an electronic 
version of the well known game of 
"battleships'. The pencil and paper 
have been replaced by switches 
and LED's — under the control of 
a boxful of TTL. The proposal, as 
it stands, should provide plenty 
of fun — as well as a challenge to 
experienced battleshipsplayers to 
improve on the details! 


Figure 1. Example of a ‘fleet’ positioned in 
the 10-by-10 square ‘sea’. Note that none of 
the ships touches any other, neither in vertical 
nor in horizontal direction. 





The game is played by two participants, 
each of whom has a control panel. Each 
player also has a 10-by-10 cross-bar “еа” 
in which he positions 10 ships by 
inserting jacks at the desired coordinates. 
The opponent can 'shell' any position 
by setting up a coordinate on switches 
before ‘firing’. Any hit is displayed by 
LEDs. The players fire shells in turn, 
until one of them has lost all his ships. 


The original game 
The original game of ‘battleships’ is 


played with pencil entries on 10-by-10 
sheets of squared paper. Each square is 
identified by a coordinate-pair, such as 
A-l. The ships are positioned by out- 
lining the squares that they occupy. In 
one version of the game, each player has 
a ‘fleet’ consisting of: 4 submarines (one 
square each), 3 cruisers (two squares 
each), 2 battleships (3 squares in-line) 
and an aircraftcarrier (4 squares in-line). 
Ships may be laid out horizontally or 
vertically, with an unoccupied zone of 
at least one square all around. (See 
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figure 1). Neither player knows (for 
obvious reasons!) where his opponent 
has positioned ships. 

Suppose now that player 1 opens up by 
announcing ‘shell on A-1’. The answer is 
‘hit’. (If the ship on A-1 had been a sub- 
marine, player 2 would have had to 
answer ‘hit and sunk'.) Player 1 now 
only knows that the ship is not a sub- 
marine - just what it is and how it is 
laid out he will have to determine 
during later turns. 

It is now player 2's turn to announce a 
coordinate and receive an answer. 
Player 1 has to guess the lie of the ship 
he has already hit. If he is lucky (or, at 
later stages of the game, clever enough), 
he will call ‘shell on B-1’ - and the 
answer will be ‘hit and sunk’. He now 
knows that the ship was a cruiser and 
that there is no need to waste ammu- 
nition on the squares A-2, B-2, C-1 or 
C-2. The unoccupied-zone rule prevents 
his opponent from using them. The 
game continues shellturn by shell- 
turn until one player has lost his entire 
fleet, so that his opponent is the winner. 


The electronic game 


As already mentioned the ship-pos- 
itioning in the electronic form of the 
game is done by inserting jacks at the 
appropriate points on a 10-by-10 cross- 
bar. There are several mechanical ap- 
proaches to this. What in fact happens 
is that the paired inputs of the logic 
gates that represent shipping are plugged 
into the crossed busbars of the ‘sea’. 
One input goes to one of the vertical 
busbars A to K (the letter I is omitted), 
the other input to one of the horizontal 
busbars 1 to 10. The sea area occupied 
by each player is scanned by the coor- 
dinate-switches оп his opponent’s 
playingdesk. 


The logic circuitry 

Figure 2 gives the logic circuitry inside 
the left-hand playingdesk. Note that the 
‘sea area’ drawn upper right is that 
mounted in the right-hand desk. 
Suppose now that it is the left-hand 
player’s turn, indicated by the glowing 
of LED 22 (‘ready to fire’), The output 
of N3 is ‘0’. The player selects the 
square he wishes to shell by means of 
the coordinate switches (in the earlier 
example A and 1). When he presses the 
‘fire’ button, any gate connected to the 
selected busbars will be pulled down to 
‘0’ via C2, The capacitor will prevent an 
unsporting player from sweeping his 
opponent’s sea area by rotating the 
coordinate switches while holding down 
the ‘fire’ button. 

When S3 was pushed the input of М1 
became ‘1’. The release of this button 
causes М1 output to go to ‘0’, so that 
one of the inputs of N3 is momentarily 
pulled down via C3. The set-reset flip- 
flop will now change state. The output 
of N3 is ‘1’, so that a second push оп 
the ‘fire’ button has no effect. A 
glowing LED on the right-hand playing 
desk indicates to the other player that 
it is now his turn. 





Figure 2. Circuit diagram of one half of the 





installed mainly in the left-hand playing desk. 
The parts that inform the opponent of 
successful ‘hits’ and the ‘ships sunk’, the 
reset button and the ‘sea’ cross-bar on which 


installed (as given in 
the figure) in the right-hand playing desk. 





Figure 3. A possible layout for the controls 
and indicators on one playing desk, designed 
to provide a good survey of operations. The 
‘sea’ cross-bar (that could for instance be a 
jack-field) is not shown. 





In the example given above the shell on 
A-l was a ‘hit’. What happened in the 
circuit when the left-hand player pushed 
his firing button? It is convenient to 
trace the ‘hit’ in the circuit of sub- 
marine 1, to the upper left of figure 2. 
The two NOR gates N1 and N2 together 
form a set-reset flipflop. The reset input 
R is connected via S4 (push to reset) to 
the negative rail, so that it is at ‘0’ level. 
If the output Q of МІ is at ‘0’, the flip- 
flop will change state when a “1” arrives 
at the set-input S. This will occur when- 
ever both inputs of N3 go to '0' - which 
is precisely what happens when these 
inputs are momentarily grounded via 
the sea-busbars and the opponent's 
coordinate switches and firing button. 
As long as О is ‘0’ LED D1 will glow 
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and LED DIR will be dark. D1 indicates 
the unsunk member of the home fleet - 
DIR would indicate to the opponent 
that he had sunk the submarine. This 
indication is given when the flipflop 
NI/N2 changes state, causing DIR to 
glow and D1 to extinguish. 

Each player clearly needs four of these 
circuits to represent his submarines. The 
other ships are represented by similar 
circuits, having one SR-flipflop for each 
square the ship occupies. When all the 
LED's associated with any ship have 
extinguished, the NAND gate that moni- 
tors the wellbeing of the ship concerned 
will indicate to the opponent that this 
target has been sunk. Only then does 
this player know what type of ship he 
has sunk; up to then he was only 
informed by a ‘hit’ indicator that 
illuminates for a few seconds after each 
successful push on the firing button. 
The ‘hit’ indicator consists of a SR- 
flipflop, transistor Т1 and LED 21. The 
input of N1 is normally at ‘1’, because 
this input is connected via R2 to the 
positive rail. Whenever a ‘0’ impulse 
arrives from a Q output of one of the 
shipflops (sorry!) the SR-flipflop in the 
‘hit’ indicator will switch, causing 
LED 21 to glow. The output of N1 will 
go to ‘1’, so that СІ will charge through 
R5. After about 3 seconds this results in 
T1 starting to conduct, thereby pulling 
down the N2 input. This resets the flip- 
flop, extinguishing LED 21 until the 
next hit is made. Each player has one 
‘hit’ indicator, which is connected to 
the Q outputs associated with the 
enemy ships. 

Before a game can start it is necessary 
to reset all the shipflops. This is done by 
pressing the push-to-break button S4. 
To make it unattractive to a player to 
accidentally-on-purpose use the reset 
facility during the actual game, it is 
arranged that the left-hand player's 
fleet is reset from the right-hand playing 
desk (and vice-versa). A player who 
presses the reset button on his desk, 
during the game, puts himself at a great 
disadvantage - since he cancels the 
record of all his own successful hits. 


The display 
Figure 3 shows a possible layout for 
either playing desk, intended to provide 
a good survey of operations during the 
game. The upper section indicates the 
damage done to the enemy fleet - which 
ships have been sunk. The drive to the 
10 LED's in this section comes from the 
opponent's desk. Figure 3 shows the 
LED's DIL through D10L, correspond- 
ing to DIR through DIOR on the 
circuit diagram of the left-hand desk. 
The centre section provides full infor- 
mation on all hits placed on ships of the 
home fleet. A ship is sunk when all the 
LED's associated with its display are 
glowing. 

к 





LED FM scale 


The maximum available tuning voltage 
is connected to input A. This voltage 
must be kept constant as a reference 
voltage. The variable tuning voltage is 
fed to input B as control voltage. The 


resistance ratios Кб апі Ri det i 
RT ga determine 


the voltage difference required for each 
step of the LED display. The circuit 
values are chosen such that the voltage 
difference corresponds to a frequency 
change of 2 MHz. 

The preset potentiometer R1 is used for 
scale adjustment. While КІ is being 
adjusted, the tuning voltage must be 
checked with a voltmeter, The adjust- 
ment is correct if the corresponding 
LEDs light up at the voltages given in 
the table. 








With home-made FM-tuners, the design 
and construction of the tuning scale 
often causes much brain racking. A 
mechanical solution is excluded from 
the very beginning because of the con- 
structional difficulties. In many cases 
the only option left is a display of the 
tuning voltage (in the case of varicap 
tuners) by means of a voltmeter with its 
scale calibrated in frequency. 

A Siemens IC type UAA 170, together 
with a few external components, pro- 
vides an electronic scale. The table 
shows the relationship between tuning 
voltage, frequency, and LED read-out. 
Only one LED is lit at any time. 

















Table 
Tuning Tuning 
Voltage Range LED 
<4 < 88 D1 
4 88 D2 
5 90 D3 
6 92 D4 
7 94 D5 
8 96 D6 
10 98 D7 
12 100 08 
15 102 D9 
18 104 ро | 
к 
B 
O 
D1...D10=LED 


C+) 9.. 18v 
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alarm 


An alarm which gives its alarm signal at certain repetitive times, does not 
need to know what the actual time is. It is sufficient if it can measure the 
time between the alarm time points (for instance 24 hours). An electronic 
alarm which operates according to this principle, is less expensive than a 
digital clock with added alarm. The circuit described here is an independent 
unit, but it can be combined with an electronic or electromechanical 
clock. With a switch, alarm intervals of 6, 12 or 24 hours can be set. Thus 
the apparatus can also be used as an aquarium time switch, among other 
applications. The switching off of the alarm signal is carried out by hand, 
or occurs automatically after 10 minutes. In addition to the alarm signal, 
second, 10 minute, and hour impulses are also available. 





The circuit contains four CMOS IC’s 
type MC 14566 (Motorola). These are 
available in versions suffixed AL, CL 
and CP. The letters A and C indicate the 
temperature range and the maximum 
permissible supply voltage. The L-types 
have ceramic packages, whereas the 
P-type is the plastic version. In the 24h- 
alarm, all types are usable. 

Figure 1 shows the block diagram of the 
IC. The circuit contains a + 10 counter 
(block A) and a programmable +5 or 
+ 6 counter (block B). Both dividers are 
preceeded by pulse shapers (blocks C 
and D). The inputs react to the negative- 
going edges of the clock pulses. Both 
dividers can be simultaneously reset by 
means of the reset input (pin 2). Apart 
from this the IC contains a monostable 
which can be triggered positively (at 
pin 9) or negatively (at pin 7). The 





monostable is primarily intended as a 
pulse shaper for the reset- or timing- 
signal. 

With pin11 of the IC connected to 
+Vp, block B functions as a+ 5 counter 
and with pin 11 connected to supply 
common, one obtains a + 6 counter. By 
connecting the two dividers of the IC in 
cascade, one can therefore choose a 
division ratio of 1:50 or 1:60. 


A + 50 counter produces | Hz pulses if 
it is fed with 50Hz pulses obtained 
from the mains. This divider can there- 
fore also be used as a time base for six 
digit digital clocks. In the 1:60 division 
circuit the IC is used as a second or 
minute counter. 


The outputs of the two dividers provide 
a BCD-coded signal. By means of BCD- 
decoders, displays can be controlled, so 




















that by this means a digital clock can be 
produced. 


In the case of the ‘alarm only’ decoder 
and displays are superfluous. When the 


‘alarm is in operation, after a predeter- 


mined count is reached automatic reset 
occurs, and at the same time the alarm 
is restarted. The reset signal thus occurs 
at regular intervals, and it can therefore 
be used to trigger the alarm signal. This 
is initiated by a flipflop which is trig- 
gered by the reset pulse. The alarm 
signal then continues, until a manual or 
automatic reset impulse arrives at the 
flipflop. Alarm time intervals of 6, 12 
or 24 hours can be set with a selector 
switch. 


The circuit 

In figure 2 the complete circuit is given 7 
with the exception of the power supply. 
The alarm contains four 1С%, 
MC 14566. The first IC (IC1) divides 
the 50 Hz signal, which is fed to its 
input via the RC-filter R1/C1, down to 
1 Hz. At its output there are second 
pulses. This output is taken to the edge 
of the printed circuit board, and is 
easily accessible (connection 1 on the 
printed circuit board). From this point 
digital clocks without a time base can be 
provided with a 1Hz timing signal. 
The 1:50 divider is followed by two 
1:60 dividers. Hour pulses are available 
at the output of the second divider (IC3). 
This output is brought out, as is also a 
further output which gives 10-minute 
pulses. If required the 10-minute output 
can be used to switch off the alarm note 
after 10 minutes. For this purpose, this 
output (connection 2 on the printed 
circuit board) is connected via a diode 
to the input of gate N4, (pin 8), the 
cathode being connected to the divider 
output. An hourly chime can be connec- 
ted, for instance, to the hour-output 
(connection 3 on the printed circuit). 
The output is almost permanently con- 
nected to the input of C4. This has div- 
ision ratios 1:6, 1:12 and 1:24 which are 
selected by switch S3. The alarm sounds, 
therefore, every six, twelve or twenty- 
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four hours are starting the alarm, depen- 
dent on the switch position. 


At the end of the set period the Qm 
output (pin 10) of the monostable 
becomes 417. At this moment resetting 
of all dividers takes place via two 
NAND-gates, М1 and N2. Simul- 
taneously, the flipflop consisting of N3 
and N4 is set. Transistor Т1 switches 
on relay Rel, the contact Rel of which 
switches the supply to the alarm bell. 
To switch off the alarm note, the flip- 
flop must be reset. This is done either 
by hand, by operating S2, or as 
described automatically by the 10- 
minute output of IC3. 

The setting of the alarm: If it is assumed 
that the alarm call shall take place at 
8.35h every morning, then switch S3 
is put in position ‘24’, and the push- 
button 51 should be pressed at 8.35h 
(on the first morning). By this means all 
divider stages are given a reset pulse, and 
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Figure 1. Block diagram of the internal 
circuit of the MC 14566. 


Figure 2. Total circuit of the alarm, excluding 
power supply. The unit can also be used as 
time switch, such as for aquaria. 


Figure 3. In the power supply there is a choice 
between stabiliser ІС ТВА 625A, or type 
L 129. The printed circuit board is designed 
for both types. 


Figures4 and 5. The alarm circuit board, 
which also contains the power supply. 








1C5 = М1... N4 = CD4011 


























B1 = TBR 1050/BY164 
1С6 = L129/TBA625A 
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the first alarm period is started. If one 
wishes to connect the alarm to a digital 
clock, then for the alarm time to agree 
with the clock display it is essential to 
operate both devices from the same 
time base. 


The power supply 

Figure 3 shows a stabilised power 
supply which can be mounted on the 
alarm printed circuit board. 

The power supply uses an integrated 
5 V regulator (IC6), and one can choose 
between types TBA 625A and L 129. 
To prevent excessive loading of the 
regulator, the relay is connected to the 
unstabilised voltage (+10 V). At the 
output of the mains supply there is an 
electrolytic capacitor to suppress any 
oscillatory tendency. It is best to use 
a tantalum electrolytic capacitor in this 
position because of its low self-induct- 
ance. 

The printed circuit board is laid out in 
such a manner, that two alternative 
bridge rectifiers сап be used, the 
TBR 1050 and the BY 164. 











Parts list for figures 2 and 3. 


Resistors: 

R1= 100k 
R2,R4,R5=1M 
АЗ = 27k 


Capacitors: 
С1-47п 

C2 = 470 25إير‎ V 

C3 = 10 4/10 V (Tantalum) 
C4 = 100p 





Semiconductors: 

R1- TUN 

D1 = DUS 

B1 = TBR 1050 or BY 164 
ІСІ to 1С4 = MC 14566 
1С5 = CD 4011 

106 = L129 or TBA625A 





Miscellaneous: 
Re = Relay 10 V, min. 100 2 
S152 - key 1 x ON 

S3 = switch single-pole 3 way 


The printed circuit board 

The printed circuit board (figure 4) 
contains the complete alarm circuit, 
including the power supply. From the 
component lay-out (figure 5) it can 
readily be seen that the printed circuit 
board is suitable for two different types 
of bridge rectifier, or regulator IC’s 
respectively. 

When mounting the components it is 
best to start with the power supply. 
When this is completed, one can check 
whether the stabilised voltage of +5 V 
is present. If this check is satisfactory, 
then the rest of the circuit can be com- 
pleted. It should be noted that although 
the MOS-IC's are already protected by 
internal diodes, care should nevertheless 
be taken in handling these components. 


K 
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L: 0.2 mm Cu em 
6 mme HF 


capacity relay 


The capacity relay consists basically so adjust the oscillator stage (T1) that it 


of an oscillator, a detector and a relay will only just start to oscillate. This 
driver stage. adjustment should be made with the 
A length of wire is connected to a 'sen- ‘aerial’ connected, so it becomes a ques- 
sitive’ point in the oscillator circuit. tion of trial and error: after each re- 


Any object in the vicinity of this wire adjustment one must step back a few 
will load and detune the oscillator; the paces to see whether the oscillator will 
| extent to which this occurs depends on start again. 

) the size of the object, how ‘lossy’ it is, | The oscillator drives an amplifier and 
| how close it is to the wire, and, of | detector stage (T2, D2, D3). As long as 
course, how stable the oscillator is. A the oscillator is running, the base of T3 
large salt water container, such as the | is driven negative. If a sufficiently large 
human body, is particularly effective. | object approaches the aerial, however, 
The preset potentiometer P1 is used to the negative drive to T3 disappears. R7 








Parts list: 
R1,R3- 1k р 
R2= 270 2 
84,86 = 100k 
R5= 47 
R7=1M i 
P1 = 4k7 $ 
Capacitors: ЧЕ 
C1,C4,C5 = 470p Де Р € “Б 
62-7 
C3,C6 = 270p 
C7 = 47n... 10 ШЗУ +e 
Semiconductors em 
T1 = E300 d. ue 
T2 = BF494 есе. | كالم ةزه‎ 
T3,T4 - 8 ا‎ 
D1 = 9.1 V zener (400 mW) 

...D5= 1N4148 24 te 
Misc.: 
L1 = 50 turns 0.2 mm (36 SWG) Cu ет 
on HF core we 
Relay: 10 V 50 mA max. 
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then supplies sufficient current to turn 
on the Darlington configuration (T3, 
Т4), so that the relay will attract. The 
relay current should not be more than 
50 mA. C7 determines the speed with 
which the circuit reacts. 

When properly adjusted, the circuit 
should detect a person within three 
feet of the aerial. The sensitivity in- 


creases if a longer wire is used. 

The coil consists of 50 turns of 0.2 mm 
enamelled copper wire (36 SWG) on a 
high frequency type core. 








This is an electronic version of an age- 
old children’s party game. The game is 
extremely simple. A large picture of a 
donkey (less tail) is pinned up on the 
wall. The contestant is blindfolded and 
provided with a ‘tail’ which must be 
pinned in the appropriate location on 
the donkey’s posterior. The area around 
the tail location on the donkey is 
marked off with concentric circles 
denoting scores; 50 for ‘bull’s-eye’ (or 
should we say ‘donkey’s . . . ’?!), 25 for 
first circle and so on. 


The electronic version provides auto- 
matic indication of the score. Operation 
is extremely simple. The ‘target’ is made 
up of four concentric circles of alu- 
minium foil glued to the back of the 
card on which is drawn the donkey. An 
output lead is taken from each circle to 
one of the inputs of a decoder made up 
of 2-input NAND-gates. This decodes 
the 4 outputs into BCD to drive the 
7447 seven segment decoder-drivers, 





which drive the display. The four codes 
hardwired into the decoder correspond 
to scores 50, 25, 10 and 5. Normally, all 
inputs to the decoder are high and 
thé display is zero. When the tail (an 
earthed probe) is pinned to the donkey 
one of the inputs to the decoder is 
grounded and the appropriate score is 
displayed. If the tail is outside the outer 
circle the score remains at zero. If the 
tail is pinned in the gap between two 
circles then the contestant takes his 
turn again. 











1% x 7400 
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mw receiver 











The alignment of superhet 
receivers presents problems that 
may deter some enthusiasts from 
undertaking their construction. 
A simple MW superregenerative 
receiver presents no such difficu 
ies, and the results obtained can 
be quite satisfactory when one hi 
achieved the necessary ‘touch’ fe 
the reaction control. The circuit 
described here performs quite 

favourably compared with a sul 
het, especially if an external aeri 
is used. 





The quest for 'superhet' sensitivity and 
selectivity dates from the time when a 
valve was an expensive item, and the 
licence fee depended on the number of 
valves in the set! The simple construc- 
tion and lack of alignment of the ‘super- 
тереп” are of course achieved at the cost 
of selectivity and stability. 

The circuit is a fairly classic design, but 
the performance is much improved due 
to the use of modern components in a 
well thought-out circuit. Using a ferrite 
aerial good reception of local stations is 
possible, and use of a longer ferrite rod 
results in an even better performance. 
For long distance reception an external 
aerial and earth can be used. 

The design also provides the basis for a 
simple short wave receiver by winding 
the aerial coil to suit the required fre- 
quency range. 


The circuit 


The tuned circuit consists of L1 and C1. 
No coupling winding is used on this coil, 
as this can often pick up interference 
from powerful short wave transmitters. 
Instead the output is taken direct from 
the ‘live’ end of the coil, and the use of 
a (high input impedance) source fol- 
lower T1 ensures that the tuned circuit 
is not unduly damped. Positive feedback 
is taken from the source of ТІ via C2 to 
a tapping on the coil, and is adjustable 
by Pl. The highest sensitivity occurs 
just before the feedback is sufficient to 
cause the onset of oscillation. 

T3 provides substantial r.f. gain with T2 
as its constant current collector load 
and also functions as detector. Rectifi- 
cation of the r.f. signal takes place at 
the collector of T3 rather than the base, 
as this offers a lower detector threshold. 
The a.f. amplifier embodies one or two 
unusual design features. The a.f. ampli- 
fiers of common commercial receivers 
often have such a high quiescent current 
that battery life is severely curtailed. 
In this circuit the Darlington output 
stage has zero quiescent current, which, 
in addition to reducing the power con- 
sumption of the receiver, also eliminates 
one adjustment potentiometer. The 





quiescent current of the whole receiver 
is only 1 mA, rising to 50 mA at full 
output. This is not achieved without 
some sompromise, which is of course 
the inevitable crossover distortion 
associated with pure class B output 
stages. Fortunately most of this distor- 
tion appears at high audio frequencies 
and, since the bandwidth of AM trans- 
missions is limited anyway, it is possible 
to roll off the h.f. response of the 
amplifier, reducing the distortion with- 
out noticeably affecting the frequency 
range of the signal. 

This is provided by a filter in the feed- 
back loop comprising R12- R14 and 
С10 - C12, which gives a sharp roll-off 
in the amplifier gain above about 6 kHz. 
To ensure amplifier stability with 
varying loads R18 and C14 are connec- 
ted across the output. The set can thus 
be used equally well with a high (or 
low) impedance earphone instead of the 
loudspeaker. The maximum output with 
an 8 О speaker is 250 mW and, provided 
the speaker is reasonably efficient, this 
will provide adequate volume for an 
average room. 


Construction 

Figure 2 gives a printed circuit board 
and component layout for the set, 
which considerably simplifies the as- 
sembly. Care should be taken, however, 
to keep the connections to СІ, L1 and 
P1 as short as possible, as otherwise the 
set may be unduly sensitive to hand 
capacitance and will be difficult to keep 
stable. For this reason also a long insu- 
lated spindle is recommended for P1. 
The aerial сой on a 10 mm diameter 
ferrite rod 100 mm long consists of 
70 turns close wound enamelled copper 
wire 0.3 to 0.5 mm diameter (31 to 
25 S.W.G.) tapped 20 turns from the 
earth end. An external aerial can be con- 
nected to point A via a 4.7 p capacitor 
Cx, or by a 4-20 p trimmer. Pin con- 
figurations for the transistors used are 
given in figure 1. It may be possible to 
use alternative types for Т1 and T2, and 
three equivalents are listed for T3. 
There are numerous alternatives to T4 








Parts list. 


Resistors: 
Ri=1k 
R2,R14 = 4k7 
R 





P2 = 470 К log. 


Semiconductors: 
71,72 = E 300 
T3 - BF 494/BF 495 (BF194/BF 195) 
T4 = BC 5478 
T5 = BC 557 

T6 = BC 7 

T7 - BC 516 
D1,D2 = 1М4148 






Capacitors: 
С1-4...365рог4...500р 
С2 = 10 n (ceramic) 
C3,C7,C8,C14 = 100 n 
C4 = 1 V 

C5 = 820 p (ceramic) 
C6 - 150 p (ceramic) 
C9,C10 = 1 u/6 V 
C11 = 3n3 
C12-220p 

C13 = 100 u/6 V 
C15 = 1000 u/10 V 
Cy = see text. 


Misc.: 
L1 = see text 
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and T5, but the types specified for T6 
and T7 must be used as there are no 
alternatives. These Darlingtons offer the 
advantage of high current gain (typically 
30000) in a single can. 


Test points 
Four test point voltages are given in 
figure 1. The minimum voltages at these 
points should be: 

voltage at point 1:1 V 
voltage at point 2: 0.5 V 
voltage at point 3: 1.5 V. 
voltage at point 4: 4.5 У 


Operation of the receiver 

When tuning the receiver the reaction 
control Pl must be carefully adjusted. 
It is best to turn up P1 until the receiver 
oscillates. The tuning capacitor may 
now be adjusted to tune the set, and 
when a transmitter is being received the 
level of the oscillation will change. P1 
сап then be backed off until the oscil- 
lation just ceases. If desired РІ can be 
replaced by a 4k7 preset, in series with a 





1 k potentiometer for the fine reaction 
control. With the 1 k pot. in its central 
position the preset can be adjusted so 
that the receiver is on the verge of 
oscillation. Adjustment of the | k will 
then take it into or out of oscillation. 
The best long-distance reception is 
achieved by using an external aerial and 
earth. Some improvement can also be 
Obtained, whilst still retaining the 
directional properties of a ferrite aerial, 
if a larger ferrite rod is used for 11. 
Alternatively, two small rods can be 
mounted side by side and sellotaped 
together, and the coil wound over the 
combined rods. If either of these 
methods is used the number of turns on 
the coil must be reduced to achieve the 
same inductance. For instance, when 
using two 10 mm diameter rods 55 to 
60 turns was found to be the optimum, 
with the tapping 15 to 20 turns from 
the earthy end of the coil. 

The receiver will also operate on the 
short-wave bands using air cored coils. 
On the prototype L1 was replaced by a 
Coil of about 80 mm diameter, having 





6 turns 1 mm diameter wire (19 S.W.4 
with the tap 1 turn from the earthy en 
These modifications resulted in 
reception of several transmitters in 
range 3 - 13 MHz, and other waveband 
could be obtained by further expel 
imentation. 
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The Texas IC type SN 16880 N 
contains all the functions necessary 
forastereo LED level meter, which 
can replace the conventional 
moving coil instrument in tape 
recorders or audio mixers. Unlike 
LED level meters previously 
described in Elektor the 

SN 16880 М provides a logarithmic 
indication of voltage, and hence of 
sound level. 


The inputs to the IC (pins 9 and 11) 
feed into two active rectifiers, with their 
outputs connected in parallel. This 
means that the highest level input is 
automatically displayed. If separate 
indication for each channel is required 
then it is necessary to use two IC’s. The 
rectifier outputs are connected to the 
inverting inputs of five analogue voltage 
comparators, the non-inverting inputs of 
which are connected to various points 
in a logarithmic potential divider chain. 
This provides reference voltages for each 
of the comparators in 5 dB steps. When 
the rectified input signal exceeds the 
reference voltage of a particular com- 
parator then that comparator switches, 
turning on the output transistor connec- 
ted to the comparator. 

The truth table shows the relationship 
between the input levels in dB and volt- 





Truth table: 
INPUT OUTPUTS 
A1 or A2 01 02 03 04 05 


off off off off off 
on off off off off 
on on off off off 
on on on off off 
on on on on off 
on on on on on 


< —20 dB (36 ту) 
> —20 dB (36 mV) 
2-15 dB (64 mV) 
2-10 dB (113 ту) 
2— 5 08 (200 ту) 





age, and the output states. The five out- 
put stages consist of open-collector 
transistors, each capable of sinking a 
maximum current of 50 mA. The out- 
puts can be used to switch LED’s di- 
rectly as shown in figure 2. 

It is recommended that four green LED's 
should be used for outputs 1 to 4 to 
indicate the signal level, with a red LED 
connected to output 5 to indicate 
overmodulation. The greater efficiency 
(and hence brightness) of the red LED’s 
will make an overload indication quite 
apparent. 

The voltages given in the table are for 
the maximum input sensitivity of the IC 
(i.e. with the signal fed direct into pin 9 
or 11). For largerinput voltagesa poten- 
tiometer may be inserted in series with 
the inputs, which together with the in- 
put impedance of the IC will form an 
input attenuator, as shown in figure 2. 
Using the 100 k potentiometers shown 
the ‘f.s.d.” of the meter may be adjusted 
from about 357 mV to 2.15 V. The 
potentiometers may also be used to 
balance the two inputs. 


For inputs greater than 2.15 V larger 
values of potentiometer must be used. 
470 k and 1 M will give full-scale read- 
ings of up to 8.75 and 18.2 V respect- 
ively. When calibrating the meter the 
potentiometers should be adjusted so 





that the red LED just lights with the 
maximum required input voltage. 

The output voltage of the rectifiers 
must obviously be stored for a period 
long enough to enable reading, as other- 
wise short transients would not be seen 
by the meter user, though they might 
overmodulate the tape. This is the 
function of Cl in figure 2. With the 
value given the attack time (time taken 
for the voltage on C1 to reach almost 
the full input voltage in response to a 
step input) is about 10 ms, which is fast 
enough to capture transients. The decay 
time is about 550 ms, which gives 
reasonable ease of reading. This value 
may be altered to suit individual taste. 
Finally it should be noted that, as large 
current pulses are drawn from the 
supply when the LED's switch, a well- 
regulated supply is necessary. 


Texas Instruments application note 
м 





2 10-18V 
(9 

















| > 0dB (357 ту) 
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The use of frequency dividers in 4 

electronic organs has been known 

for many years. The usual CLOCK $C 
procedure is to use divide-by-two GENERATOR 


stages to divide down the notes of 
the highest octave to obtain the 
lower octaves. Until recently it 
was normal practice to use twelve 
independent master oscillators for 
the twelve notes of the top octave. 
The disadvantages of this 
approach are that twelve 
oscillators have to be adjusted 
when tuning the organ, a 
procedure that requires a skilled 
ear. Since the oscillators are 
independent, supply voltage 
variations, temperature changes 
and component ageing can all 
make the organ go out of tune. 

A digital master oscillator, in 
which the notes of the top octave 
are derived from, and are all 
locked to, a single clock generator, 
suffers from no such disadvantages. 
Tuning is accomplished simply by 
altering the clock frequency, and 
if the clock frequency does drift 
this will not be noticed when 
playing solo, since the relative 4011-1 


pitch of the notes will remain the 
CLOCK 
GENERATOR 
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are various digital methods of 
generation, which all have their 
advantages and disadvantages, 
the most interesting of these will be 
in the following text. 


semitone interval in the tempered 
к scale is equal to or 
.0594631... That is to say the fre- 
ncy of any note is 1.0594631 times 
frequency of the note a semitone 
w it. The most obvious method of 
ieving this frequency ratio would be 
о divide down the output of a clock 
erator, using a separate divider 
hain for each of the twelve notes. This 
method is shown in figure 1. The accu- 
racy of each note depends on the length 
of the divider chain used, and with the 
division ratios shown a three-decade 
counter is required for each note. The 
use of long divider chains requires a high 
clock frequency, and the component 
cost is high. 





A second approach to the problem uses 


the fraction which is a good 


185” 
approximation to %. 


The principle of this system is shown in 
figure 2. The output of the clock gener- 
ator is fed to a circuit that passes 185 
out of every 196 clock pulses and in- 
hibits the remaining eleven. The output 
of this circuit is fed to a similar circuit. 
Thus each output produces 185 output 
pulses for 196 input pulses. 


If the average frequency of any output 
was measured using a frequency meter 
with a long gate period it is obvious that 


it would be 15 of the frequency of the 


preceding output. However, though the 
long-term average frequency is correct, 
the output waveform is very irregular 
due to the fact that there is a gap where 
the 11 pulses are missing. If the outputs 





A practical realisation of a 185 divider 


is given in figure 3. Here two 7493 4-bit 
binary counters are connected as divide- 
by-14 counters and cascaded to make a 
divide-by-196 counter (since 196 con- 
veniently equals 142). Initially flip- 
flop IC3 is reset so clock pulses cannot 
pass through AND-gate A4. The 7493's 
count the clock pulses, and on the 
11th clock pulse a pulse from the ош- 
put of A3 clocks the flip-flop. 

The Q output of the flip-flop goes high, 
allowing clock pulses through A4. On 
the 196th clock pulse the output of NI 
goes low, resetting the flip-flop, and the 
cycle repeats. 

The accuracy of the semitone interval 
achieved by this method is high, but the 
long divider chains required to suppress 
jitter increase the cost. 

At this point it is worth looking at a 
commerciall available IC that makes 





3 


ABCD 


ABCD 














N1... N2 = 1/2 7400 





Figure 1. Master oscillator system in which 
each note is divided down individually from a 
common clock generator. 


Figure 2. System which makes use of the 


division ratio iz as an approximation to 
172 by inhibiting 11 out of every 196 pulses. 
The output dividers (blocks T) reduce jitter. 


Figure 3. Practical realisation of a 1% divider. 


Only 185 of every 196 input pulses are 
allowed through gate A4 to the output. 








of the 185 dividers were used directly 
this would give rise to an audible effect 
known as ‘jitter’. Fortunately jitter can 
be reduced by taking the divider out- 
puts through a series of binary (divide- 
by-two) stages, when the mark-space 
ratio of the waveform will tend to unity 
(a timing diagram will demonstrate 
this). This is the function of blocks “Т” 
in figure 2. Since the number of divider 
stages required to reduce jitter to a 
reasonable level is about 7, this means 
that the clock frequency must be 
27 times the highest note. 








use of this principle. This is the Inter- 
metall SAH190, an internal block dia- 
gram of which is given in figure 4. Since 
jitter becomes worse the more o stages 
are cascaded, the number of subsequent 
divide-by-two stages required for jitter 
suppression depends on the jitter at the 
output of the final 172 stage. Intermetall 
overcame this difficulty by not using 
12 cascaded 4/2 dividers, but by using 
four cascaded three-semitone or 5/2 div- 


4: 
iders (represented by the fraction Eu) 


and a one-semitone (472) and two-semi- 
tone (5/2) divider, represented by the 
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Figure 4. Block diagram of the Intei ta 
SAH 190 IC. This makes use of the princip 
of figures 2 and 3, but the basic interval 

is 3semitones, for reasons explained in 
text. 


Figure 5. A complete master oscillator us 
З SAH 190 ICs. 


Figure 6. Showing the timing diagram 
frequency synthesis by the addition 
partial frequencies. The symmetrical outp 
of the binary dividers must have their 
space ratios altered so that the pulse ti 
may be interleaved without pulses ever 
inciding. 


Figure 7. Block diagram of a master oscill 
using synthesis by the addition of p 
frequencies. 


Table 1. Showing the frequency ratios 
notes in the octave in decimal and binary. 





21 20 2-12-22-32-42-52-62-72-82-9: 
1 0. 0 
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196 а 25 55 el 
ns 1:5 and zg respectively. 
complete master oscillator using three 
these ICs is shown in figure 5. The 
IC receives its input direct from the 
k generator. The second receives its 
it from the 4/2 divider of the first 
„апа the third receives its input from 
4/2 divider of the first IC. The first 
thus produces 4 notes with a three- 
mitone interval between each note. 
ie outputs of the second IC are also 
e semitones apart, but each is a 
mitone below the corresponding out- 
t of the first IC. Similarly the outputs 
f the third IC are all two semitones 
low the corresponding output of the 
t IC, Thus, if say C is obtained from 
'utput f, of the first IC, then B will be 
btained from the f; output of the 
second IC, and BP will be obtained from 
the Їз output of the third IC and so on. 
In this way the use of 12 cascaded 

2 divid 8 is avoided, thus simplifying 
the anti-jitter circuitry, which the IC 
also contains. 


The fourth system involves the ex- 
pression of 2 as a power series of nega- 
tive powers of two. The equation 


442-5 3-7 42-10 
9-2 427 *2 2 +2 +2 

10 100 
represents A2 with an error of only 
2 - 1077, and gives 2 as 
1 059462890625. This seems rather an 
elegant solution, but unfortunately, 
since powers up to 2719 are required, 
this means that 10 divide-by-two stages 
required for each 4/2 divider. In 
ddition the outputs of these dividers 
must be OR'd together. Furthermore 
the mark-space ratios of the individual 
pulse trains must be modified so that no 
pulses coincide, as all must be counted 
separately after passing through the OR- 
gate. 


The fifth and final system to be de- 
scribed also makes use of combinations 
of powers of two, but for direct syn- 
thesis of the required frequencies rather 
їһап for obtaining a chosen division 
ratio. Any frequency can be produced 
by addition of pulse trains of partial 
frequencies. The practical aspects are, of 
сошзе, more complicated than this 
ple statement suggests. Frequencies 
hose ratios correspond to intervals in 
the tempered tonic scale cannot be syn- 
thesised precisely, since the semitone 
interval ¥2 is an irrational number. 
ey can, however, be approached as 
losely as required by making the lowest 
artial frequency element very small 
mpared to the largest one in any given 
uency. Since in this case the partial 
quencies will be obtained by dividing 
wn a clock frequency in a series of 
binary (divide-by-two) stages, the 
achievable accuracy will be one part in 
2", where n is the number of divider 
stages. 


From musical publications it is evident 
that the maximum permissible fre- 
quency error that will remain unde- 
tected is about 0.0575 or one part in 
000. The use of 11 binary divider 
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stages will give an accuracy of one part 
2!! or 2048. 

Jitter also occurs when adding partial 
frequencies, and must be removed by 
divider chains on the output of the 
synthesiser. 8 binary divider stages are 
required to produce a sufficiently jitter- 
free output, so to obtain C5 (4186 Hz) 
the output frequency of the synthesiser 
must be around 2 MHz. 

To see how the individual notes are syn- 
thesised it is necessary to refer to fig- 
ure 6 and table 1. Table 1 expresses the 
twelve notes of the octave as frequency 
ratios. Thus if C is taken as 1.000 . 
(binary 1.0000) then C$, which is twice 





the frequency, is decimal 2.000... 
(binary 10.00 . .) and the other notes lie 
in between. Thus a particular note may 
be synthesised by taking an input to the 
synthesiser from a divider stage when 
there is a ‘1’ in the corresponding 
column of the binary number. Thus, for 
example, E is represented by binary 
1.0100001010, so inputs are required 
from the 2°, 2-2, 2-7 and 279 dividers. 
However, the frequencies provided by 
these dividers cannot simply be OR'd 
together. The reason for this is apparent 
in figure 6. If, for instance, the 2° and 
273 outputs were OR'd together, then 
the output of the OR-gate would follow 
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the 2° waveform while the 27? wave- 
form was low, but immediately it went 
high the output of the OR gate would 
go high and the 2° waveform would 
have no effect. This would result in a 
frequency lower than 2° but higher 
than 273) whereas the desired result was 
the sum of the two frequencies. To 
avoid this it is necessary to modify the 
mark-space ratio of the waveforms so 
that no two pulses coincide when ap- 
plied to the OR-gate. This is achieved 
by AND-ing the lower frequency out- 
puts with the complement of the higher 
frequency ones, so that the lower fre- 
quency outputs can only go high while 
the higher frequency ones are low, thus 
ensuring that two high outputs cannot 
coincide. This is shown in the lower part 
of figure 6. 2° is ANDed with 21, зо 
that it may only go high h when 2° is low. 
27! is ANDed with 2° and 2", and so 
on, until finally 2719 is ANDed with the 
complements of all the other outputs. 
The various pulse trains can thus be 
interleaved by OR-ing them together 
without any of the pulses ever co- 
inciding. 
Figure 7 shows the block diagram of a 
master oscillator using the principles 
outlined above, The partial frequencies 
are obtained from a clock generator by 
dividing down using a series of flip- 
flops. Since the flip-flops have Q as well 
as Qoutputs the complements of the 
various outputs are available. As outputs 
from 2° (half the clock frequency) 
down to 2719 are required, 11 flip-flops 
are necessary. The outputs are ANDed 
with the complements of other outputs 
as described earlier to give 11 outputs 
shown as 2°' to 27197, These outputs 
are then OR'd together as required to 
give the correct frequency ratios. Fi- 
nally each output passes through 
8 divide-by-two stages to remove jitter, 
at the outputs of which 11 notes of the 
top octave are available. The two Cs, 
and CÍ, being an integral negative 
power of ‘two times the clock fre- 
quency, do not need to be synthesised 
but are simply obtained from the 
appropriate flip-flops of the input div- 
ider stages (FF1 to FF11). 
As a refinement, vibrato can be intro- 
duced into the system simply by modu- 
lating the frequency of the clock gener- 
ator. The effect known as ‘octave 
tremolo’, in which the pitch of the 
notes jumps up and down by an octave, 
can also be obtained by interposing an 
additional flip-flop (FF12) between the 
clock generator and the input dividers 
and switching it in and out of circuit by 
means of an octave tremolo oscillator. 
A practical circuit and constructional 
details of this master oscillator will be 
given in the second part of this article. 

















Modifications to 

Additions to 

Improvements on 
Corrections in 

Circuits published in Elektor 





TV tennis 

Based on experience gained in our lab- 

oratories while developing extensions 

for the tvtennis (elektor 7, p. 1111), 

and also during non-stop operation at 

the audio fair last October, we feel that 
the following points bear further com- 
ment: 

— the IC numbers ІСІ0 and 1011 on 
the component layout for the main 
p.c.b. (figure 7) are interchanged. 
Reading from top to bottom down 
the left-hand row of ICs, the order 
should be: IC8, IC10, IC7, ІС12,1С9, 
IC11, ІСІЗ. Since both ICs are 
7400s, this error will not effect the 
performance of the design; however, 
if the mains sync modification of fig- 
ure 3a is being carried out it can lead 
to misunderstandings as to which 
track on the board should be broken. 

— improved picture definition and sync 
pulses can be obtained by changing 
the values of C34 and C38 in the 
modulator unit: C34 can be increased 
to 104/6.3 V (+ to R55, — to 
point A), whereas C38 can be de- 
creased to 47 p. 

— in some cases a minor improvement 
of the picture can be obtained by 
adding small resistors (1 ... 2.2 9) 
in series with the decoupling capaci- 
tors C4, C8, C11, C14, C17, C20, 
C23 and Cy. The improvement de- 
pends on how ‘lossy’ the capacitors 
were in the first place. 

— Cy was not listed in the parts list. It 
is 100 n. 

— it was perhaps not made sufficiently 

clear in the text that we do not ad- 

vise using the circuit on 405 lines 

VHF, as this calls for several modifi- 

cations to the line sync and horizon- 

tal bat and ball position circuits. The 











modulator can easily be tuned to ай 
a good picture at the low-frequen 
end of the UHF band, on 625 lii 
without any circuit modificatioi 
a further point which was not speci 
cally stated in the text is that tl 
power supply should be short-circi 
protected. The reason for this is t 
inadvertently pressing both sei 
buttons simultaneously conne 
R42 and R38 (100) across 
supply — the current consumpti: 
then becomes more than 1А. 
supply which we ‘strongly 
ommended’ (figure 4) is designed 
withstand this. 

— for the extensions to the game whi 
will be published shortly (new ga: 
boundaries, net, sounds and scori 
various connections will have to 
made to the existing board. 
should present no problems, but | 
simplify matters a new board 
additional markings will be int 
duced as soon as stocks of the orij 
inal board have run out. There 
no circuit modifications required fc 
this, so both boards can be 
equally well for the extended versi 


* 
TCA730/740 


The layout for the p.c.b. for 
TCA730/740 preamplifier contains 
error: the junction C3/R7 should 
be connected to the junction C5/R5/ 
pin 5 of 730. The boards supplied 
the eps print service (no. 9191) are 
тесі. 

Furthermore, the latest Philips ap 
cation notes show a minor design m 
fication: R5 and R5' are now shown 
68 k instead of 120 k, and R2 and 
are now shown as 33 К instead of 18 
We have not yet experimented to 
what difference this makes. 


22 


Owing to an error іп the final sí 
before going to print, the article ‘Rea 
between the lines was included 
Elektor 8, p. 1207. The art editor off 
his apologies 
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Low-cost domestic burglar alarms often 
operate on the loop principle. A number 
of normally closed  microswitches 
protect points of entry. These are all 
connected in series, so that opening 
a door or window will open one of the 
switches and break the circuit, thus 
setting off the alarm. Similarly any 
attempt to cut the wires leading to the 
Switches will set off the alarm. However, 
this type of circuit is not proof against 
bridging out a switch with a link, which 
can easily be done if the wires are not 
concealed. Concealment of the wires 
increases the difficulty of installing an 
alarm, and a surface run of twin core 
bell flex is a much more attractive pro- 
position to the home constructor. 
Fortunately it is a simple matter to 
construct an alarm operating on the 
loop resistance principle. The idea is 
that a resistor is included in series with 
each microswitch, mounted in the 
microswitch housing. When the alarm is 
in operation the loop resistance is 
monitored. If the wires are cut the loop 
resistance immediately becomes infinite 
and the alarm is set off, while any 
attempt to bridge out a switch will 
decrease the loop resistance, also setting 
off the alarm. The alarm system can be 
defeated (find out how yourself) but it 
is considerably more difficult. 
Operation of the circuit is very simple. 
The loop resistors form a potential div- 
ider with a 100k pot. The pot is 
adjusted until the voltage at point X is 
between the thresholds of the two 
comparators. The outputs of both 
comparators are thus low. Any increase 
in voltage (due to breaking the loop) 
will exceed the threshold of ІСІ, 
causing the output to swing positive and 
producing a 1 on the output of the OR 
gate. Any decrease in voltage due to 
bridging a switch will cause the output 
of IC2 to go positive. 








[Hic stereo decoder 





In response to popular demand we 
publish this design for an FM 
stereo decoder using the Motorola 
MC1310P. Although nothing is 
claimed for this circuit by way of 
originality (it must have been 
published in some form hundreds 
of times) it is nevertheless a useful 
design utilising a device that has 
become virtually an industry 
standard. Furthermore, a printed 
circuit board is (of course!) 
available from the EPS print 
service. 





Mode of operation 

The block diagram (figure 1) will 
explain the mode of operation. The 
stereo decoder IC consists of three cir- 
cuit sections. The channel switch used 
to recreate the right-left information is 
at the bottom left of figure 1. It receives 
the stereo signal from the input ampli- 
fier via the usual IF demodulator. 

The circuit at the top of figure 1 is used 
to recreate, in the correct phase, the 
38kHz subcarrier suppressed at the 
transmitter. 

To prevent the internally generated 
carrier of the decoder being 180° out of 
phase with the suppressed auxiliary 
carrier of the transmitter, the carrier 
generator of the decoder oscillates at 
76 kHz. The required subcarrier fre- 
quency (38 kHz) is then obtained by 
dividing the generator frequency in the 
ratio 2 : 1. A second divider carries out 
a further division in the same ratio, so 
that a pilot frequency (19 kHz) is 
available at the output of the second 
divider. This 19 kHz frequency is taken 
to a phase discriminator (second stage in 





the top section) which supplies the co 
trol voltage to the 76 kHz oscillator. 
The output voltage of the phase co 
parator is zero only if the phase 
between the transmitted pilot frequen 
and the internal generator frequency 
90°. In all other cases the phase 
parator gives an output voltage with 
DC component which is filtered out 
a low-pass filter. After adequate amp 
fication this DC voltage is used to ca 
trol the 76 kHz oscillator. This conti 
voltage controls the oscillator so as 
establish a phase shift of 90° betwe 
the internally generated 19 kHz and ti 
19 kHz pilot frequency, at which їй 
the control voltage is zero. 

The middle section of figure 1 genei 
the drive voltage for the stereo onf 
switch and the stereo indicator. 
achieve this, another 19 kHz signal 
generated in a third divider, which 
the same phase as the pilot frequen 
Using this signal a DC voltage is gen 
ated in a second discriminator, 
value of which is proportional to Ё 
amplitude of the pilot frequency. Si 
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the amplitude of the pilot frequency is a 
measure of the ‘stereo goodness’, as well 
as an indication of the availability of a 
stereo transmission, the DC voltage can 
be used as the drive voltage for a 
Schmitt trigger. 

The Schmitt trigger operates both the 
stereo switch and the stereo indicator 
lamp. 

The regenerated 38 kHz auxiliary carrier 
then passes to the channel switch at the 
outputs of which the left-right signals 
are available. 


The practical circuit 

The complete circuit of the stereo de- 
coder using the MC1310P is shown in 
figure 2. The LF signal arrives via the 
capacitor СІ to the input (pin 2) of the 
IC. The oscillator frequency (76 kHz) is 
set by the combination of РІ, ВІ and 
C2, the frequency drift of the oscillator 
is compensated within the range 
—10°С...+50°С. C2 is a styroflex type 
with the tightest possible tolerance 
(1%... 2%). 

The low-pass filter for the control volt- 
age of the 76 kHz oscillator consists of 
components СЗ, C4 and R2, and an 
internal resistance within the IC. The 
de-emphasis network used to equalise 
the pre-emphasis of the transmitted 
stereo signal consists of the output 
impedance of the amplifier and of both 
RC networks R3, C8 and R4, C7. 

The input impedance of the LF ampli- 
fier which follows the decoder should 
be at least 22k otherwise a marked 
effect on the de-emphasis is introduced. 
Because capacitors C3, C4, C7 and C8 
are frequency determining components, 
low temperature coefficient types must 
be used, preferably polystyrene. 

The coupling of the phase comparator 
sircuit is done via C5. If this capacitor 
Š 47nF, the subcarrier waveform 
generated will lead by 3.5°. This, 
together with the phase shift introduced 
Within the IC, amounts to a total phase 
advance of 5.5°. This phase shift is com- 
Pensated by a capacitor (Cx) between 
pin 3 and «Ұр. A capacitor of 820 pF 
will compensate an advance of 5.5°. 





Figure 1. Block diagram of the MC1310P — a 
complete stereo decoder on one chip. 


Figure 2. Circuit diagram of the stereo de- 
coder. For setting up, the set is tuned to a 
stereo transmission and P1 is adjusted until 
the stereo indicator lights. 


Figure 3. The p.c. board and component lay- 
out. 








Parts list: 
Capacitors: 
C1,C9,C10 = 10 u/16 V 
C2=470p 
C3,C6 = 220 п 
C4=470n 
C5-47n 
C7,C8- 10 n 
Cx = 820 p (typ, see text) 
he temperature coefficient of 
capacitors C2, C3, C4, C7 and C8 should 
be as low as possible. 


Resistors: 








R3,R4 = 4k7 
R5 = 27k 
R6 
R7,R8 = 100 k 

P1 = 4k7 lin (preset) 

Semiconductors: 

T1 = BC107 

ІСІ = MC1310P 

Misc.: 

L1 = indicator lamp, 12 V/75 mA max, 
(see text) 
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Larger values would cause the subcarrier 
waveform to lag. In this way, possible 
phase shift which may occur in the 
ТЕ amplifiers can be compensated for. 
This possibility can also be used if the 
channel separation should not be satis- 
factory. This fault is usually only plainly 
apparent in the case of stereo test trans- 
missions or by using a stereo signal gen- 
erator, The low-pass filter prior to the 
stereo-switch consists of an internal re- 
sistance together with C6. 

It offers the possibility of externally 
setting the mono/stereo switch to the 
position ‘mono’, this is done by apply- 
ing *0.3 V to point 8. 

This positive bias is taken from the 
supply voltage via R6, ТІ and RS. The 
supply voltage can be taken to point A 
in figure 2 via a single pole switch or via 
a sensor switch. 

In combined AM/FM receivers, inter- 
ference due to the oscillator waveform 
of the IC may arise, particularly during 
AM reception. In such cases the 76 kHz 
oscillator can be made inactive in two 
ways, Either by connecting pin 14 to 
supply common, or by connecting 
pin 14 to the positive supply via a 3.3 К 
resistor. The latter can be combined 
with the external mono switch-over, 
connecting point А to pin 14 viaa 3.3 К 
resistor. 

А 12 V/75 mA type is intended for the 
indicator lamp. Other types, including 
an LED, may of course be used with a 
suitable series resistance. With the usual 
LED the series resistance is calculated 
fora 20 mA max. current. The IC hasan 
internal resistance which limits the 
switch-on current of the indicator lamp 
to 250 mA. Although the IC has a wide 
supply current range, a 12 V supply is 
recommended, the component values 
given in figure 2 are for this supply 
voltage. Lower supply voltages would 
necessitate changes in some values. The 
main characteristics of the MC1310P are 
summarised in table 1. 


Table | 











MC1310P Data 

Maximum input voltage Veff. іп 560 mV 

(Stereo, distortion factor 0.5%) 

Maximum input voltage Vett, іп 560 mV 

(Mono, distortion factor 1%) 

Input impedance 50k 

Channel separation 

(50 Hz . . . 15 kHz) 40 dB. 

Balance in ‘mono’ position <1.50B 

Pilot tone suppression (19 kHz) 3448 

Subcarrier suppression (38 kHz) 45 dB 

Output voltage for channel 

Мен. out 485 mV 

Capture range of the oscillator 3* 

(valid only for the component 

values given in figure 2) 

Current consumption 13mA 

(without stereo-indicator) 1 
м 





elektor shorthand 





A large number of queries at the 
Audio Fair in London show that 
many new readers have started 
buying Elektor from no. 7 on. 
They have not seen the full ex- 
planation of the terms ‘TUP’ and 
"TUN' that we gave in Elektor 1, 
p. 9, nor have they read the further 
explanation of other ‘Elektor 
shorthand' in no. 4, p. 660. For 
this reason, we are re-printing the 
latter article in full. We will also 
regularly reprint the ‘TUP-TUN’ 
page and the pages of IC-pinning 
for TTL, CMOS and linear ICs as 
originally published in Elektor 
no. 5. 


From various enquiries it has become 
clear that some of our readers feel that 
they have been plunged in at the deep 
end. Elektor’s ‘shorthand’ style of sym- 
bols and conventions seems to have led 
to some confusion, in spite of our efforts 
to the contrary, so some further ex- 
planation seems to be called for. 


Resistor and capacitor codes 

When giving the values of resistors and 
capacitors, decimal points and large num- 
bers of zeros are avoided as far as possible. 
To this end, extensive use is made of the 
international abbreviations: 

p (pico) = 


" 


n (nano) = 10? = one thousandth 





of onemillionth; 

(micro) = 106 = one millionth;‏ ير 

m (milli-) 107 = one thousandth; 
109 = unity; 

к (kilo-) 10? = one thousand 
times; 

M (mega) = 106 = one million 
times; 

С (giga) = 10* = one thousand 

million times; 

T (tera) = 10? = one million 

million times. 


Furthermore, the symbols О (ohm) and 
F (farad) are usually omitted, since it is 


107? - one millionth of 
one millionth; 





normal practice to state resistance val 
in ohms and capacitance values in fai 
Finally, the decimal point is usually 
placed by one of the abbreviations (p, 
H ...( listed above (This has also bi 
accepted practice for some years). 
A few examples may serve to clarify 
this: 
Resistance value 2k7: this is 2.7 КО, 
2700 9. 
Resistance value 470: this is 470 
Resistance value 3M9: this is 3.9 МО, 
3,900,000 9. 
Capacitance value 4p7: this is 4.7 pF, 
0.000 000 000 004 7 F ... 
Capacitance value 100 p: this is 100 
Capacitance value 4700 u: this 
4700 uF, and could have been wri 
as 4m7 — but never is. 
Capacitance value 10 n: this is 10 
and is also sometimes written (| 
not in elektor!) as 10,000 pF 
0.01 НЕ; or even as 10 kpF (10 
pico-Farad), which is a horrible 
fusion of symbols. In the same 
one sometimes finds uuF (mit 
micro-Farad) instead of pF. 


Semiconductor type numbers 
Very often, a large number of equiv: 
types for one integrated circuit exist 
different type numbers. On closer е: 
ination, a group of digits are often fe 
to be identical but they are pre- 
suffixed with letters and digits wl 
denote the manufacturer. As an exa 
a popular op-amp is variously dent 
as МА741, LM741, L741, MCI 
MIC741, RM741, SN72741 or ZLD' 
to name a few. To cut through 
confusion, this IC is referred to in el 
as a ‘741’ — which means that 
couldn't care less who makes it, ргоуй 
it meets the specifications... 

In the same way, “7400” (or sometii 
even *00") stands for SN7400, 511741 
2217400, MC7400, etc., and the last 
figures are used in the same way 
other ICs in the 7400 series. 

Finally, transistors are sometimes is 
“ТОР” or ‘TUN’. This is explained 
where. Transistors can also be list 
BC107, for instance; a long i 
equivalent types for the BC107 seri 
also given in the TUP/TUN list. 





















































































































































BACK ISSUES. А) MOTOROLA McMOS FAIRCHILD 
Nos. 1, 2,3,4, 6, 7, 8 35p | 7761400168 Quad 2 Input NOR 18p 14 PIN DIL 
No.5 . 70p | MC14002CP Dual 4 Input NOR 20p VAR VOLTAGE 
FULL RANGE OF MC14049CP Hex Invertor Buffer 61p 
ELEKTOR BOARDS MC14011CP Quad 2 Input NAND 18p REGULATOR 55р 
EX-STOCK MC14015CP Dual 4 Bit Static Shift Register £1.26 
MC14017CP Decade Counter 3 
SUPERTESTER 680 R ICE | 0061402160 8 Bit Static Shift Register £1.26 FAIRCHILD 
Ша ue | 01402366 Triple Three Input МАМО 20p 8 PIN DIL 
80 Ranges: 4 ut T | | MC14027CP Dual J-K Flip Flop 86р 74 OP АМР 30p 
Plusalotof [f MC14042CP Quad Latch £1.26 
accessories for | > | | 1161404602 Phase Locked Loop £1.85 
measurements MC14510CP BCD Up-Down Counter 
of 500A-AC MC14511CP BCD 7 Segment Latch Decoder Driver £2.12 SIGNETICS 
Ron De MC14528CP Dual Monostable 96p 8 PIN DIL 
Temperature 4 "1 RENT e 
-50С * 
Magnetic fields up to 15 K Gauss- ANE سنا‎ ДЬ VERAS ATU SERAS Р 
Phase indicator- ЕНТ 25kV Electronic uad 2 Input МАМО 16р 
Volt Ohm- meter- Transistor Diode SN7402N Quad 2 Input NOR 16p 
Tester, etc, Dimensions: 128 x 95 x SN7404N Нех Invertor 19p FERRANTI 
32 mm - 300 grams 20kOhm/V- SN7413N иа! МАМО Schmitt Triggers 32p 
Accuracy 1% D.C. Ask for free SN7447AN BCD to 7 Segment Decoder Drive 95p RADIO CHIP 
catalogue. £19.95 SN7472N J-K Master-Slave Flip-Flops 26p £1.25 
Accessories extra. В SN7473N иа! J-K Master-Slave Flip-Flop 30p 
ELEKTOR SN7475N — BBit & 4 Bit Bistable Latches 50р 
SN7490N ^ Decade Counter 50p 
SN7493N 4 Bit Binary Counters 50р MOTOROLA 
MOS CLOCK KIT SN7495N  4BitRight Shift Left Shift Registers 70р 14 PIN DIL 
= Monostable Multivibrators З5р COILESS 
STEREO DECODER 
4 i £2.10 | 
7 ч D MOTOROLA 
0^ ELECTRONIC KITS MES | 
UK105/C ЕМ Microtransmitter £8.07 Mono МАСАНЫ | 
UK220 Signal Injector £3.53 B AMP 75p | 
UK230 AM/FM Antenna Amplifier £4.16 
UK285 UHF/VHF Antenna Amplifier £8.87 
ELEKTOR е: (егес Transmitter £17.50 NATIONAL 
UK345/A — Superhet R/C Receiver £8.81 EMI C! 
CAR EO SLI UK325  6XC 2Ch. R/C Splitter 1000Hz. 14 PIN DIL 
and 2000Hz. £8.34 2WATT 
UK330 GXC 2Ch. R/C Splitter 1500Hz. AUDIO AMP £1.20 
and 2500 Hz. £8.34 NATIONAL 
UK555 Radio Control Strength Meter £9.65 SEMI CONDUCTOR 
UK780 Electronic Metal Detector £11.65 14 PIN DIL 
UK875 Capacitive Discharge Electronic STEREO 
T Ignition Kit Neg. Earth. £17.33 PRE АМР £1.65 
> NATIONA! 
LITRONIX MOTORO L A Small Signal Transistors SEMI CONDUCTOR 
Туре No.| Polarity Усе] 1СМАХ |hFE Price| 14 PIN DIL 
7 SEGMENT LED DISPLAYS Vac | mA de |@le=2mAde | QUAD AMP 69p 
01707 common anode DP xa a ER s 
left 8С237 NPN |45 | mj = | 15р 
DL704 common cathode DP 8C238 |мен |20 |200mA |120-800 | 1% NATIONAL 
right 8С239 |NPN |20 | 20008 |120-80 19 SEMI CONDUCTOR 
80307 |РАР |45 | 200mA | 70-660 | 1% 
|80308 pNP | 25 | oma | 70-460 13р | 24PIN DIL 
BC309 |PNP |20 |200mA |120-460 1% CLOCK 
803178 NPN |45 |150тА [110-220 18р CHIP. £4.35 
863188 |NPN 30 т 200-450 18; 
РЕ RS EUROSIL 
|BC320A PNP |45 | 150mA | 110-220 7% 
|8С321А jene | 30 | сот. | 29 CLOCK CHIP £7.78 
РР |20 |300Px. |200-450 | 7% 
PNP |45 А |40Міп 2% | 
PNP |25 | Peak |ӨІс-300лА | 18р | 
|8C337 NPN |45 Vee=1V лар | 
NPN 
NPN | 45 | 1% 
|86348 |МРМ |з | 100тА {40-450 12р 
£1.80 each; 4 for £7; 6 for £10. Ee A ES 2 ALL PRICES INCLUDE УАТ 
ME pir sockets 160 80351 |PNP 1% PLEASE ADD 20p FOR P&P. 
BC352 |PNP 1 119 | 
283 Edgware Road, London W2. 
Tel. 01-262 8614 ` 
Hours of business 9.30 - 9 
Monday to Saturday 
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